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Scalps Frankfort 


"PROVES . ITS 
STRENGTH. PAST TEN DAYS: 


+ Frankfort ‘camé a. week ago ‘Priday 
. with a supposedly strong aggrega-, 


* tion, 


a 


“every appearance, 


_and Gilbert Joynt. 


outweighing the’ locals ten 
pounds to the man but lacked the 
‘punch.to hold Cohen's men. 
Although heavier and playing on a 
alippery, muddy: field the locals re- 
e¢ived and marched 70 yards down 
the field almost through the center of 
the Frankfort aggregation. The lo- 
cals seemed to be able to score when- 


ever they took a notion even--after 
‘most of the substitutes were in the 
game and Frankfort was pushed all | 


over the lot.” ' 

The playing was characterized’ by 
line smashes and end runs. LaLonde, 
Sommerville, Hignite and Heinzelman 
in the backfield alternated carrying 
the. pigskin. Victor Heinzelman 
played a-stellar game against Frank- 


fort and seems to be improving with |: 
On the line Mar-| 


tin Sommerville proved-to be a tower 
of strength as also did Frank ‘Sweet 
In fact the local 
line is very strong. The game was 
even more one-sided than—the score 
would indicate.and that was 27-0. 
The Frankfort agerogation,. -Coach 
and all proved to be good ‘sportsmen 


- as they always have in the past. Their 


team .was simply outclassed and ‘did 
‘not seem tobe in the condition that 


‘"would warrant a good battle against 


‘ 


the locals.. Seore by quarters: 

East Jordan, 6 7 T 1-22 

Frankfort 
Referee-—-Ferenez of Traverse City 


“WH. Linesman—Swaffcrd, W. S..T. C. 


Last Saturday the local High 
School Football team took on their 


_ friendly but keen rivals at Charle- 


voix and proved altogether too strong 
for the resort town boys. Most of the 
Charlevoix fans did not have much 
doubt about the results of-the game; 
thinking of course that with the 205 
ers and i90 pound Ar- 
villa, as one of the good: sportsmen 

told: the writer, they would run. all 


' over East Jordan.’ 


Rather a rude awakening was due 
Charlevoix fans for a touchdown was 


', made on the second play of the game. 


» entirely, 


Bast Jordan kicked off to Charlevoix 
who fumbled and Sweet recovered. 
LaLondé grabbed a pass from Som- 
merville and trotted across the Char- 
levoix goal line. They missed on the 
play for the extra point. East Jor- 
dan kicked off and on the first play, 
tiene was ee in with nde a 

ollng O e that 
he spilled hie ball all over the lot. An 
East Jordan man recovered. It—is 
actually unknown who recovered the 
ball for there were about three East 
Jordan men on it when the Referee 
tried to find’it.. From that on to the 
end of the half it was simply a wear- 


ing down process on the part of East | « 


Jordar-whe-played defensive football 
using ‘the fine booting of 
Sommerville to keep the ball almost 
all the time in Charlevoix’s territory. 
Although Sommerville made long 
beautiful kicks, the ends, Clark and 
Lorraine were down stopping the 
safety man in his tracks time after 
time. This work caused two or three 
most costly fumbles tin. the pecona 
half, 

The only time that the Ghatlevots 
team showed to“any advantage was 
néar the ned of the first half-and- the 
beginning of the second. 

To open the second half East Jor- 
dan kicked to Charlevoix. Charlevoix 
opened by making two ‘niece first 


downs followed by a beautiful kick | 


over East Jordan’s safety man’s head 
putting the ball in East Jordan’s ter- 
ritory for the first time in the game. 
East Jordan-immiediately kicked the 
ball down the field, Charlevoix re- 
turned, followed by another kic® by 
Sommerville, putting Charlevoix on 
their own 20 yard line’ where they 


_ were soon stopped and forced to kick. 


‘After a couple of plays, Hignite on an 
end run to the left carried the ball, 
behind perfect interference, 40 yards 
for a touchdowh. Following five to 
six feet within the side line all” the 
‘way with six Charlevoix ‘men in suc- 
cession taking a dive at him, each 
missing. Two or three. . beautiful 
pivots and hip twisting showed as 
nice a piece of backfield running as 

. has been sean in northern Michigan 
in a long time. 

Struthers, the back- bone of the 

.Charlevoixteam was injured and 
taken out of the game, practically 
worn out by the vicious tackling and 
blocking of the locals, The Charle- 
voix ‘team “¥eplaced two. or’ three 
pretty badly jarred football men by| 
substitutes. This“was followed: by 
the aubstitutions for East Jordan, 


. with’ the exception of two old veter- 


ans, Sommerville and LaLonde. ° 

_ The last quarter was all. East Jor- 
dan. Charlevoix was simply’ worn 
out ‘and unable to keep. up the pace: 


REBEC- SWEET. POST | 
AND AUXILIARY > 
— INSTALL OFFICERS 


A peer time was reported: by. all 


2nd; when some 265 members of. the 


Boyne City Legion «were ‘over and 
_ J installed - ‘loéal. officers for. -the .en-|. 


suing. year. Refreshments was ser- 
ved by the Mess Sergeant | and _ his 
K, P's. - 

East Jordan Legion members. are 


invited. to BODE: City next “Monday, 


night.. 

Following were the officers’ install- 
ed by Rebec- Sweet Post No. 227 and 
Auxiliary: 

Comniander—Ole Olson. 

Vice Commander—Ed, Kamradt. 
Adjutant—Thomas ‘St. Charles, 
Finance—Russell Barnett. : 
Chaplain—Leslie Miles. 
Sergeant-of-Arms—Osear’ Light. 
Welfare Officer—Dr. B. J. Beuker. 

' Auxiliary - 

President—Iva Miles. 

Vice President—Vera Olson. 
Secretary—Mildred St. Charles. 
. Treasurer—Mrs. Beuker. 
Chaplain—Agnes Woodcock. - 
Mistress-at-Arms——-Hilda Bathke. 


East_Jordan scored two. more touch- 
downs and had a couple moré taken 
away on account of too over anxious 
linemen... These scores. were made on 
long end runs and passes. LaLonde 
carrying one over 40 yards, not being 
touched by a man and Sommerville 
on. a beautiful 30- yard—pass trotted 
over the Charlevoix goa] line. The 
extra points were made by running 
over the line on end runs. Struthers 
and Arvilla. were the main stays. on 
the Charlevoix team, also their left 
tackle. For East Jordan it was diffi- 
cult to pick: out any particular star,’ 
for .a spirit of unity and a smooth 
working football machine is the 
answer to the 27-0 score. The whole 
line showed up very well, The kick- 
ing of Sommerville was a feature as 
was the work in the backfield. meore 
by quarters: 

East Jordan 
Charlevoix 


Although East Jordan won i 
rather a one-sided 2 
levoix, dogs not mear that pa are 
so strong, ‘rather it may mean that 
Charlevoix is weak. -In fact the local 
aggregation can not for one minute 
rest on its lauyels so far won, for the 
real test of their ability will take 


Springs this Saturday. Then against 
Gaylord the following week; and 
possibly against the re-vamped Boyne 
City team which always puts up a 
good scrap besides a fighting Mance- 
lone aggregation. Therefore it be- 

eoves.the locals to keep in condition 
ane keep heads up until after the 
four above teams are met. As already 
stated, the real test of the team be- 
gins at Harbor Springs followed by 
the strong Gaylord aggregation. 
There is not one minute for Coach 
Cohen’s men to decide they are now 
pretty good.” For no game is won 
until after it is played. 

A large delegation of fans, headed 
by a fifty piece band goes to Harbor, 
Saturday. It has been arranged to 
take the band and a large crowd of 
rooters. 
to Harbor should cali Mr. Roberts 
Mr. Cohen, or the School. The stu- 
dents are able to go to Harbor for 
25c, grown-ups likely could get by for 
35c. The above arrangements. &re 
made especially for the championship 
game at Harbor, for Harbor is still 
thé 1930-31 football champs of the 
Tip of Michigan Conference. It would 
be a very fine sight to see the locals 
take them into camp-Saturday after- 
noon at two o'clock.. 


REPRESENTED COUNTY 
AT ROAD COM- 
MISSIONER’S MEET 


W. E. Byers, F. H. Wangeman and 
R. Davis’ represented Charlevoix 
County -at the unemployment relief 
conference conducted by the North- 


ern Michigan Road Commissioners 
Association at the Park Place Hotel 
in Traverse City, Friday. A survey 
conducted during the meeting among 
road officials of the approximately 25 
counties that were represented indi- 
cated that a third more men will-be 
employed. on county road work in 
Northern Michigan this winter than 
‘ast, so complete is the co-operation 
of the county commissions in the un- 
employment relief campaign. Many 
counties will advance their contem- 
plated spring and summer road work 
into the winter. L. A. Burridge, Di- 
vision Engineer of the State High- 
way Department at Cadillac, told the: 
meetirig that clearing can be done 
mor¢ -economically: in winter than 
summer. Other speakers were for- 
mer Senator William Connelly of 
Grand Haven and J. W. Hannen of |ga 
Lansing, .Editor of the Magazine 
Michigan Boats and Airports, 


Legion Club: rooms, Friday night, Oct. | 


place when they play at Harbor|- 


Anyone interested in gone 


MOSES LALONDE | 
WAS AMONG OUR 
:  RAREY. SETIEERS | 


Moses Lalonde sadied away at his 
north of East Jordan in 

South Arm Township, Saturday nig 
Oct.. 
years’ ilIness from heart trouble. 
-Mr. LaLonde was.a “resident -of this 
locality for some: 62. years,~ 
born. at Guelph, Ont., May 5, 1855, 
his. parents: being. Moses and Delena 
LaLonde. . He came to Michigan with 
his parents at-the age of ten years, 
first locating at.Detroit, two years 
later they moved to Northport and at 
the age of 14. years came to: this 
locality when it was only a wilderness. 
On Dec. 5, 1875 he was united in 


| marriage to Mary. Roy at Traverse 


City. 
1 Deceased is survived ‘by his wife 
and a daughter, Mrs. Frank. Russell 
of Eveline Township. Also by three 
sisters and two brothers—Mrs. Eliza 
Roberts and: Mrs. Harriet Bush: of 


| Detroit, Mrs..C. C. Burnett of Boyne 


City; Augustus LaLonde of Pent- 
water, and Thomas LaLonde of De- 
troit. Also by six grandchildren and 
six great grandehkildren. -_ 

Mr. LaLonde’ was of a_very kind 
and patient disposition and will be 
greatly missed by his family and a 
large circle of friends and relatives. 

Funeral ‘services were held: from 
St. Joseph’s Catholic Church Tuesday 
morning, Oct. 6th, conducted by Fr. 
Liebek: Interment at Calvary ceme- 
tery in this city. 


Regular meeting of the common 
council of the City of East Jordan 
held at the council rooms, Monday 
evening, Oct. 5, 1931 

Meeting was called to order by the 
Mayor. Present: Mayor Watson, 
and Aldermen Maddock, Dudley, Tay- 
lor, Kenny, Parmeter and William. 
Absent—None. 

Minutes of ‘the last meeting were 
read and approved. 

The following resolution was offer- 
ed by Alderman Kenny; who moved 
its adoption; seconded by Alderman 
Seyler 

sotved; 


be, and hereby 4: is, qaehoriead: and in- 


taxes upon the winter tax roll: .Lot 
9, Block C, former Village of South 
rm, .60; .Lot 1 and 3% Lot 2, Blk. 
, former Village of South Arm, $3. 
Adopted by the Council of the City 
of East Jordan on the fifth day of 
Oct. 1931, by an aye and.nay vote as 
follows 4 

Ayes—Maddock, Dudley, Taylor, 
Kenny, Parmeter, Williams and’ Wat- 
son. 

Nays-—None. e 


Bills were presented for payme 
as follows: 
Chas. Nowland, - labor on 
meters, ete.,, -~-_--......... $18.00 


LeRoy Sherman, labor & mdse 78.00 
Win Nicholls, street labor_.__ 33.75 
Wm. Prause, street labor.__._ 84.50 
Isaac Bowen, street labor ..._ 28.50 
John Whiteford, work at cem._ 44,00 
Milford Winstone, mowing T. 

Paylte sace co eis oe int 4.00 
Joseph Wheaton, street labor. 4.20 
Standard Oil Co., gas and oil 2.31 


Jno, Kenny, coal & team dali 78.45 


Otis J. Smith, salary—...--+._ 35.00 
Jra Bradshaw, labor_.---~-_ 6.00 
Henry Cook, salary .-.--..-_ 100.00 
M. W. Sparks, flowers __ 5.48 


Kit Carson, cement work____ 963.69 
Chas. Strehl, labor & mdse_.. 11.85 


Mich. Municipal League, annual 
dues” 2022 ce ee en 30.00 
Mich. Pub. Service Co., lighting 


streets and T. Park_..___ 459.82 
Chas. Malpass, mdse__..-___: “ 3.6 
Moved by Alderman Maddock, 


supported. by Alderman Parmeter, 


that the bills be allowed and paid.| 


Motion carried by an aye and nay 
vote as follows: 

Ayes—Maddock, Dudley, Taylor, 
Kenny, Parmeter, Williams and Wat- 
son. 
~ Nays—None. 


On motion by Alderman Dudley, 


meeting was adjourned. 
OTIS J. SMITH, City Clerk. 


NOTICE! 


EAST JORDAN & SOUTHERN 
RAILROAD | COMPANY, . _ hereby 
gives notice that on September 25, 
1931, it filed with the Interstate Com- 
merce. Commission at Washington, 


D. C., its application for a certificate | 


that the present and future public 
convenience and necessity permit the 
abandonment of its railroad which 
extends from East Jordan to Bellaire, 


8rd, 1931, following a. three 
‘-: [real opportunity for our sheep rais- 
ers to personally see a fine. group of. 
He:-was. 


COUNCIL PROCEEDINGS| 


structed‘to spread the following weed |- 


E, J. Hose Co., fires... ___ 27.00 
RE. J. Co-op. ‘Ass’ nj mdse__.___ 2:60 
Frank F. Bird, recording deed 1.05 
M. B. Palmiter, to rep’r fence 2.86 
Grace Boswell, sal. & ptg.-_. 63.15 


Se 
[PUREBRED RAM. 
_TRUCK COMING. 


years, plans have been made for the 
Pu Rant -Truck—to-again—visi 
Charlevaiz County. . This affords a 


yams, to. know. the points to look for: 
ina ‘proper’ selection, -and-to. under- 
stand. real type. 


‘the Deer Lake road, three miles south 
of Boyne City’ on Wednesday. fore- 
noon, Oct. 14th, at 10:00 o’clock fast 
time... The second meeting will be 
held.at the farm of Ed.-Graham, lo- 
cated on-Barnard road and about 4 
miles south of Charlevoix on Wed=- 
nesday. afternoon, Oct. 14th, at 2:00 
fast time. 

The kind and. grade of ram | used 
this fall will determine to a large ex- 
tent the grade of lambs to. be mar- 


keted next year,.and this in itself will} 


have” an important ..bearing’ on 
whether, the enterprise of sheep hus- 
bandry. ‘will show profit. or loss. 
Prices on -rams this fall are .much 
lower than last. On the truck you 
will see rams all the way from $20 
and up to around $40, so you will 
have the opportunity of selecting the 
kind of ram that you can afford. 
Remember the ram is half of your 
flock and for best results use a good 
vam. Mark down the. dates. of these 
Purebred Ram Truck meetings. on* 
your calendar and be sure to attend 
your nearest meeting on Wednesday, 
October. 14th. 
~B. C.. MELLENCAMP, 
County Agr’! Agent. 


Everything Routine in 
Life of Modern “Bossy” 
Golf has crowded the cattle out of 
the pastures and the cow of tomor- 
row will be lucky. if she ever gets a 
look at thé’ green fields. The produc: 
tion of milk has been reduced to a 
very mechanical operation, and the 
cow's life will consist of 4 ramble 
three times a day from her stall to a 
revolving milking platform and then 
back. to her stall, The animal ts kept 
80 “immaculately clean that her sls- 
s of the fields would not-be able to 
recognize her.: It is the latest method 
of producing milk and is based on 
the observations of a group of scien- 
tifie gentlemen who have given much 
thought to the subject and the new 
Method hag been in operation for a 


. time at one.of the plants of a’ well-| 


known company specializing cm super- 
clean milk for baby’s use, -It repre- 
sents a complete revolution of the life 
of the cow, but the animals soon: get 
used to the routine and are said. to 
like jt. The cow is released from her 
Stall and she walks along a tile-costed 
corridor to a revolving platform which 
accommodates 0 animats; the 
platform. revolves the animal is 
washed and then dried in a current 
of warm air and given other atten- 
‘ions to secure her perfect sanitary 
cleanliness and after this she is 
milked by machinery. By the time 
the great turntable makes a compjete 
revolution the. operation has been 
completed. and the cow is automati- 
cally released and she steps. from the 
moving platform and back to her 
stall. Her drinking water is sterilized 
and her food is analyzed and electric. 
ity supplies a substitute for the defi- 
cient sunlight. : 


Humble Egg Hailed as 
Foundation of Cookery 
The French chef says: “Al! cook- 
ery rests on an egg. The egg Is the 
Atlas that supports the world of gas- 
tronomy; the chef is the slave of the 
fresh egg. What is the masterpiece 
of French cookery, the dish that out- 
lines all other dishes, the thing that 


aig found on his majesty’s table. no 


less than upon the table of the bour- 
“geoise, the thing that is as French as 
‘the Frenchman, and which expresses 
the -spirit of our people as no other 
“food can express it?—the omelette. 
Could you make an onielette without 
breaking eggs? Then cast your mind's 
eye over this extraordinary Monsieur 
Egg and-all his antic8 and evolutions 
Now he permits himself.to be boiled 
plain, and even like that, without frill, 
he {§ excellent. Now he consents te 
appear in all ways from poached to 
perdu, now he Is the. soul of @ vol- 
au-vent, now of a sauce; not a ple- 
crust fit to eat but stands by: virtue 


. of my lord the egg, and should all the 


hens in the world commit suicide to- 

. morrow, every chef {ni France worthy 
of the name would fall on his spit, for 
fish is but.a course ina dinner, where. 
as the egg ts the cement that holds 
all the castles of cookery pasate vate 
Kansas City Times. 


The Lid Was Off 
* She: “You raised your hat.to that 
girl who passed.. You don’t know her, 
do you?” 


a distance of 18.6 miies, all in Char-|~ He: “No, but my brother does and 


eno and Antrim Counties, Michi- 


BAST JORDAN &: SOUTHERN 
_ RAILROAD. COMPANY 


this is his hat.” 


Show the town you're alive ‘and 
young: in. spirit: Advertiae. — 


_|REV. D. T. WILLIAMS 


WEDNESDAY, OCT..14| 


For the fourth tine. in as many 


The first meeting. ‘will ‘be ‘held at: 
‘the farm of ‘Bert. Lumley, located on: 


| Interesting item on buffalo hunting: 


NUMBER al” 


pes Lt 


WILL GIVE LECTURES 


of | the. traveling high council of the 
ized-Church of Jesus-©) 

of, Latter Day -Saints,. will begin; a 
series of-lectures on the fundamentals}. 
of his faith .next Sunday afternoon, 
Oct. 11th, at 3:00 p. mm: This series, 
six in number, will be delivered qn an 
‘average of oné'a “mouth, . ms : 

Mr. Williams, who is the minister 
in general. charge of all the activities| 
of his institution: in Michigan,’ Wis- 
consin. and. northern : Indiana, will 
attempt, says the Iccal pastor, to 
show the splendid character and :or- 
ganization of the ancient Christian 
church and to prove the continuance 
of these qualities in the-church of 
these ‘modern times. He asserts that 
the cure for the ills now depressing 
civilization is a matter of the recogni- 
tion of. spiritual values rather than 
the possession of material advantages. 
The Rev. Mr. Williams is one of the 
outstanding ministers of his organiza- 
tion, says officers of the local church, 


and will speak.on the subjects. under| 


consideration with authority. The 
title of the first lecture is. “Adven- 
turing With God.’?-- 

The East Jordan congregation, 
through it’s pastor, Elder Dudley, ex- 
tends a most cordial invitation to the 
community to . participate in this 
series. of lectures. 


Seaman Is Remembered 
as Réscuer of Crusoe 
Wiliam Dampier is one of the most 
extraordinary figures in the story of 
exploration. He was & great navigator 
ang a great explorer; but he was alse 
a buccaneer with a reputation for 
eruelty, His name is remembered for 
two reasons, First, because he was 
undoubtedly the first English seaman 
to set eyes on Australia and the first 
explorer to do any hydrographical sur-° 
veys. there. Secondly, while. bucca- 
neering, he took part in some of the 
most amazing expioits-of the so-called 
Brethren of the Coast, ‘crossed the 
isthmus of Darien and was present at 
the sacking of Santa Marta. Twice 
the government sent Dampier to the 
South seas, The second time he re 
turned poor and ill, wrote a “V ndi- 
cation,” and lived to sail again on the 
famous voyage that thrilled the world 
by the rescue. of Alexander SelkirF, . 
the sailor who was. marooned on Jaan 
Fernandez {sland and became immor- 
tal as Robinson CrnsnerMontees! 
Family Herald, . 


Chinese Awarded Palm .. 
as World's Best Cooks 

The best cookery in the world comes 
from central China, T trust there are 
few readers who still believe that the 
chop suey and chow mein concocted 
‘by the half-Matay 
fean tastes are Chigése dishes. 

The fine flower of the cuisine of the 
middle empfre was cultivated In the 
regions where the best silk, the most 
beautiful paintings, the mast {mper 
ishable ceramics were achieved, 

The Chifiese “kitchen takes prece- 
‘dence over the. French because. of its 
exceeding’ delicacy and its grasp of 
the chemistry of food. In the prep- 
aration of vegetables the former are 
incomparable. 

It was they, for instance, who {n- 
vented sauerkraut, which came into 
Germany by way of Russia. But aft- 
er you have eaten Chinese sauerkraut 
you will have lost your Inclination for 
any other kind—Kansas City Times. 


Ere 
‘Diary Shows Washington 
as Successful Hunter 
Many people are under the impres- 
sion that George Washington’s hunt- 
ing experiences were confined to foxes 
in the vicinity of his home in Virginia. 
Such is not the case, In the #0- 
tumn of 1770 he hunted buffalo while 
en hie trip to the Ohio with his 
friend, Doctor’ Craik, according to the 
division of information and publica- 
tion of. the George Washington bicen- 
tennial commission. In his. diary of 
November 2-of that year is found this 


“We proceeded up the river (Kan- 
awha) with the canoe about four inilea 
more, and then incamped and went a 
hunting; killed. five . buffaloes, and 
wounded some others, three deer, ete. 
This country abounds in buffalo and 


AT L. ‘D. S. CHURCH |. 


‘The Rev. D..T. Williams, a member | 


jposum Nov. 1 to Dec 


‘ Altered Laws - 


~ Face Hunters : 


WILL COST. MORE FOR HUNTING a 


—AND--FISHING- LICENSES. 
——— 


A ae ‘of Conservation. laws which 


years face hunters this Fall. : 

’ By action of the 1931 Legislature, 
several changes. were. made ‘in’ exist- 
ing. statutes, while other laws ‘will re- 
main. the same’ this year asin past 
seasons. At the’.requeat: of Gov. 
Wilber: M. Brucker, advances were’ 
made in hunting license fees. 


Chief among the law alterations. is 
Last | 


that of the pheasant season. 
year it opened Oct. 25 and closed 
Oct. 31. ‘This fall the opening date 
is Oct. 15. and will close 11° days 
later. . 
the season conform: with: several 


others which’ aRsh the middie wt 


October. 


“The small game license fee was 
advanced from $1.25 to $1.75 for 
resident hunters. The, deer license 


will. cost $3.50. this year instead of .. 


$2.50 as in past seasons. ‘Fishermen 


next spring will pay $1.75 to-fish for . 
trout, an.advance of -75 cents, while . 


it will cost the non-resident angler 
$4. 00 instead of $3.00. 


The opening gun of the 1931 sea- 
son was. sounded the first of this- 
month when it became lawful to take 
ducks. Opening with the duck sea- 
son was the fox squirrel season in the 
‘upper peninsula which runs to Oct. 
10; geése and brant; jdek snipe and 
coots; woodeock in the upper penin- 
sula; ‘and’ Florida gallinules and rails. 

’ Under the law passed by the Legis- 
lature the duck season was to remain - 
open until Dec. 15, but'federal emer- 
gency regulations. requires that the 
season be closed: on all migratory 
waterfowl, including ducks, geese, 
brant and coots, Oct. 31. 

The deer and bear season opens 
Nov. 15 continuing until Nov. 30, as 
in former years. One male deer may 
be taken under a hunter’s license and 
one may be shot for camp: purposes. 

In the lower peninsula rabbits may 
be ‘taken Oct. 15 to Jan. 31, while . 
up- -state oe season opened the first 

is unlawful -to 


shave Black and gray squirre] at any - 


time and fox squirrel can only be 
taken from Oct. 1 to 10 in the upper 
peninsula and in the lower from Oct. 
15 to 24. 

~The beaver season. is. open trom _ 
Dec. 5 to 20; otter fish and miartin’ 
are protected until 1932; muskrat 
can be taken in the upper’ peninsula 
from Nov. 1 to 80, (in the lower pén- 
insula different ipeeuons govern the 
season.) 

The racoon season in the upper 
peninsula is closed while in the lower 
they may be shot Nov. 1 to 15; op- 
B;.mink, law- 
ful. to hunt anytime, but can be 
trapped. only ‘durifig open season on 
muskrat; ruffed grouse, Oct, 15 to 
26, (season closed. up-state.) © 
' Prairie chicken may be hunted 


|from Oct. 15 to 26, north of the ‘line 
of counties of Kalamazoo, Van Buren 


Calhoun, Jackson, Washtenew and 
Wayne. Woodcock, Oct. 15 to 2¢ in © 
the lower peninsula and Oct. 1 to-12, 
up-state; and Florida gallinules and 
rails may be taken from Oct. 1 to 
Nov. 80. 


}HOME FURNISHING 


PROJECT LEADERS _ 
HOLD SECOND LESSON 
+ 


‘ 


The second iedsn of ‘the. 1981 
Home n shit P wil be 
given by Miss Gertrude Reis, Exten- 
sion Specialist in Home Furnishing, 
from Michigan State College, at 
Charlevoix and Boyne City on Oct. 
14 and 15 respectively. 

The second lesson in. the project 
will deal largely with color in the * 
home, Miss. Reis belicves that every 
home can be made more attractive by 
adding more color. By following a 
few simple guides, beautiful color 
combinations ‘may be made that will 
add beauty to home decorations. 
Color may be used to conceal con 
spicuous and ugly furnishings. We 
take pleasure in harmonious colors. 
because. they introduce cheer, inter- 


wild game of all kinds as also in all: 
‘kinds of wild fowl, there being In the- 
bottoma a great Thany small grassy 
ponds or lakes which are full of swans, , 
geese and ducks of different kinds,” 
It .will be observed that Washing- 
ton modestly refrdins from stating 
how many of. the five buffaloes fell 
from bullets from his rifle" ; 
On New Year's day, 1772, some 


| friends called on Washington at. Mount 


Vernon, Several days later he enter- 
tained them with a little hunting trip 
in the nearby forests which he tells 
about in hia diary in thia brief way: 
“Went a-hunting with the above gen- 


-{ tlemen, Found both a bear and a for, 


but got neither.". 


est and restfulness into the home. 

Our. classes and groups are not 
filled to ‘eapacity 80 we ‘are anxious 
to organize additional groups to. carry 
on the work. This work is entirely. 
free of charge and touches the pro- 
blems of home life that all home- 
makers are deeply interested in. { 
Notify your. County Agent if you 
think that your community should be 
taking advantage of this splendid 
opportunity. Do it ‘at once so that 
no time will -be lost, 

-. BOG MELLENCAMP, . 


41 7. °. Gounty Agr’) Agent 


Get the habit—tell the: Editor of 
your visitors of the visits that you 
make or other items of local interest. 


materially differ from those of other 


The change was made to have . 


"Try a Herald Classified Ad. 
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— nnd why did you-tesre-your gst: 

mistress?” —  ~ oe : iy. 
“FH tell you when you tell. me. why 
your last maid left.” . 


Los Angeles Boy 
Needed Help 


Leroy Young, 1116 
Georgia St., Los “An- 
geles, is a “regular 
fellow,” active in 
sports, and at, the 
top in his classes at 
school. ‘To. lovk at 
him now, you'd think 


: __- He Knows Old Man River’s Every Twist and Turn 


pwrrererrrctrrrr rr rte tee rerers $s 


ie TAKES a‘ veteran river man 
to. pilot his craft up or down 
the Mississippi. river at any 
fime, 2nd this is especiaily true 
when the river Is at.as a low 
a stuge as it is this autumn, 
Our ihustration- shows -one of 
the best of the veterans, Capt. 
George 0. Rogers, ‘in the pilot 
house of the tewbeat Herbert 
Hoover, approaching the great 
Eads bridge, His craft 
is the largest towboat 
in, the: world,. 1s: pow- 
evedd with Diesel ‘en- 


he never had a day’s 
sickness' but his mother says: “When 
Leroy was just a little fell6w, we 
found his stomach and bowels were 
weak. Le kept suffering from con- 
stipation. Nothing he ‘ate agreed 
with him. He was fretful, feverish 
and puny. , 

“When we started giving him Call- 
fornia Fig Syrup his. condition im- 
_ proved quiekly. His constipation and 
biliousness stopped and he bas had 
-no more trouble of that kind. I have 
‘since used California Fig Syrup with 
him for colds and upset spells. He 
likes it because it tastes,so good and 
I Dkesit beciuse it helps him so 

wonderfully !” : 

California Fig Syrup has been the 
trusted standby of mothers for aver 
50 years. Leading physicians recom- 
mend it. It is purely vegetable and 
works with Nature to regulate, tone 
and strengthen the stomach and 
bowels of children so they get full 
nourishment from their food and 
waste is eliminated in a normal way. 

Four million bottles used a year 
shows how mothers depend on if. Al- 
ways look for the word “California” 
on the carton to be sure of getting 
the genuine, 


- Accommodate the Patient 
Cidlor-——-Lut (why does the, doctor 
have his consulting qours fron five 
to Seven-in the evening’ 
» Doctor's Wife—Becuuse 


our pa 


tient has no other *free time.—Dub- 
lin Opinion. 


Comes 


wir many people call indiges- 
.Y ,tion very often means excess 
acid in the stomach. The stamach 
nerves have been over-stimulated, 
and food sours The corrective is an 


zines and takes regir 
lar trips between St. 
Louis and New. Orleans, 
Captuin Rogers, who 

Is Sixty-seven: years of. 
age, knows “Olc) Man 
River” like’a book and 
can point out every one 
of its crannies and 
“noooks, some of them 
dangerous. and others 
safe. He has spent a 
lifetime lenrning the 
Mississippi, but — be. 
cnuse of its frequent 
changes ‘of channel. his 
“studies? are never 
completed. very trip 
there may be something 
new to tearn.in the ° 
way of twists and turns 
of the mighty. stream. 
teaders of Mark 
Twain’s tales of Mis- 
sissippi .river pilotage 
Will appreciate this. 


OLD MAN COYOTE WARNS 
; PETER 


ERMAPS you think that when Ol 

Man Coyote just, missed catching 
Peter Rabbit because Peter managed 
to reach the old bramble-tangle first 
he lost his temper. “That shows that 
you don't: know Old Man Coyorte.. Ef 
Reddy Box had heen in his place very 
likely Reddy would have lost his tem- 
per and finally’ gone off in TWyerear 
rage, Old Man Coyote did nothing of 
the kind. No sir, he did nothing of the 
kind. He just spat ‘out the little tuft 


“Do You. Know, Peter, That it’s Bad- 
Business to Meddle in the Affairs of 
Other Folks?” Continued Old Man 


Coyote. 


alkali, which neutralizes the acids 
instantly. And the best alkali known 
to medical science is Phillips Milk 
of Magnesia. 

One spoonful of this harmless, 
tasteless alkali in water neutralizes 
instantly many times that much 
acid, and the symptoms disappear 
at once. You will never use crude 
methods when oace you learn the 
efficiency of this. Go get a small 
bottle to try. 

Be sure to get the genuine Phillips 
Milk. of Magnesia prescribed by - 
physicians for 50 years in correcting 
excess acids. 25¢ and 50c a bottle— 
any drugstore. 


A Regular Bird Man 

Mrs. Nosey—I suppose when you've 
been tying for a few years it be- 
conles” second niiture, 

Aviator—Rather! Why, Tin get- 
. a ——— 7 
ting §0 used to it Loften feel a erav- 
ing for worms and bird seed. 


Dont Neglect 
Your Kidneys 


Treat Disordered Kidney 
Function Promptly. 


A nagging backache, with 
bladder irritations and a tired, 
nervous, depressed feeling may 
warn of disordered kidney 
function. Thousands recom- 
mend Doan’s Pills in-these con- 
ditions. Praised for‘more than 
50 years by grateful users the 
country over. Sold by dealers. 


of white hair which he had pulled out 
of the middle of Peter's Lail, so near to 
catching Peter had he been, and then 
peered in. through the bramble and 
grinned at Peter. Tf he was disap- 
pointed, and of course he was, he 
didn't show it. And as for being an- 
gry, why, there Wasn't the least (race 
of w temper. ' 

“Almost got yuu, Peter, that: tine,” 
said he breathing very hard, for he 
had had aclong run. “Tt's lucky for. 
you sou've kept your legs olled up and 
haven't let them get rusty.” 

He grinned again, and Peter, pant- 
ing for breath there in the braimble- 
tangle, felt almost like grinning back 
in spite of the fact that he had been 
so terribly frightened and that he. liad 
lost that little bunch of hair right ott 
of the middle of his none too big tail. 

“Do you know, Peter, that it’s bad 
husiness. tu. meddle in the affairs of 


DUEL TORS continued Old Man 
Coyote, “Now tonight sou meddted. 


You warned Honker the Goose through 
Paddy the Beaver and so cheated me 
out of a good dinner, People who med- 


WORK es 


WHAT WE WANT 
NOT CHARITY 


tm, \ 


"BEDTIME STORY FOR CHILDREN.. 


By THORNTON W. BURGESS 


— ryote as 
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EQUALITY ~ 


By DOUGLAS MALLOCH 


JE TO ITO TOSI AI IAI II 


S TENDERLY the. starlight falls 
On cottage roofs as castle walls. 
And we, with all.of, our contending, 
Our much of making, much of spending, 
Our holding high, and walking proud. 
A little better than the crowd, 
Vind nothing in God's scheme, my 
brothers, 5 
That makes us better tiian the others, 
* ‘ 


The workman passing by your door. - 
May be a laborer, no more, 


You 


dle generally get-into trouble. 
came pretty near furnishing me with 


that dinner you cheuted me out of, 
Peter: pretty near. One jump more 
and I'd. have bad you. You wouldn'’ 
have made me as good a dinner as-one 
of those geese but'‘you would have 
dene very swell.” i 

Olu Man. Coyote licked. his chops 
and Peter had a little shivery, ¢rawly 
feeling all over, 

“And how 1 am going to give you 
fiilr warning, Peter,’ went on Old Mani 
Coyote, still grinning. “that unless you 
get me.a goose, a fat one, mind you, 
to make up for the one you cheated 
me out of you'll never get buck to the 
dear. Old Prier Patch. You-see I'm 
giving: sou fair warning [ must have a 
goose or I will have you. Now don’t 
you wish you hadn't: meddled?" 

“No.” replied Peter bravely enough, 
though inside his heart sank as he 
thought of how fur away the dear, 
safe Old Brier Patch was. “Em glad 
Idid it. Uf that was meddling. it was. 
a good kind of meddling and I'm glad 
[ had the chance and wasn't afraid ta. 
Of course Tam sorry if you are hun- 


j-gry but.if you would learn.to eat grass 


and clover and bark and berries as J 
do you never would peed to go hun- 
gry. But I'm glad, ever so glad, that 
} saved those geese and I'd do jit again 
if f had the chance. Perhaps it was 
bad business for me, but it was good 
business for them and I’m glad I med 
dled.” 

“ALL right, Peter” replied Old Mau 


fat. goose if-you want to get back to 
the dear Old Brier Patch,” and with a 
parting grjn he disuppeared. 

“It's a queer world,” sighed Peter. 
“It's certainly a queer world when 


helping others gets you into trouble =} 


yourself, 
am so.” : 
(© by 1G. Lioyd.».—WNU Service. 


jut [in glad 1 did it. I 


Corduroy Skirts 

Some one had a bright idea when 
she introdu¢ed corduroy skirts to’ wear 
with pastel’suede jackets. They come 
in white or bisque shades’ and ‘are 
beautifully ¢nt and. fitred—and. they 
have the great virtue of washing well 
without needing to be ironed. 


But—who—have so much wealth or 
; beauty : . : : 
They have no destiny or duty? 
You are a laborer, I guess, 
Or, if-not that, then something less, 

A weed beside the road of living, 
Taking. and taking, nothing giving. 


There is but one nobility: 

You may be better, friend, than me, 
But only if you better labor 
For God and world. and 

neighbor. 

If.f were idle, I. would ask, 
Or find myself, some sort of task, 

For men are only equal, brothers, 
Who labor somehow with the others. 
(©, 1931. Douglas Malloch.)—WNU_ Service. 


land and 


IRUGAG® 


“No girl should attempt a heavy 
date,” says practical Polly, “unless she. 


is strong for a guy.’’. 
(@ 1951 Bell Syndicate.\X—WNU Service. 


RINCE NICHOLAS of Rumania, general inspector of his country's armies, 
getting pointers on military affairs from Marshal 
, i aye : 


is here seen, at the left, 


tre—turtred ta trot aways 
“Remember what I said and get me a 


is a brother of King Carol. 


other: Book 


All the world reposes in beauty to 
him who preserves equipoise in his life, 
and moves serenely on his path with- 
out secret violence; as he who salls 
down a stream, he has only to steer, 
keeping his bark in the middle, and 
carry jit round the falls. 


FAVORITE RECIPES 


ERE is a declicous salad for a 

bridge luncheen or for a hot Sun- 
duy evening supper. Heat {wo cup- 
fuls of crushed pineapple. add the 
juice of a lemon and one cupful of 
sugar. Stir until dissalved. Soak 
two tablespoonfuls of gelgin in one- 
half cupful of cold water tor ten min- 
aites, Add to the hot mixture anc cool, 


-When cool and beginning to set. add 


one ‘eupful of grated American cheese. 
and one-half point of cream beaten 


. | The Voice of Labor 


stif. Mix athoreughly, put inte a mold 
und leave fii a cold place to mold. 
Serve with a muyonnaise Jressing to 
which two tablespoonfuls each of 
chopped green pepper and celery have 


‘been added to a cupful of the.dressing. 


Mock Pate de Fois Gras. 

Put one pound of calf's liver, one 
pound salt perk, through a food chop. 
per. ~ Beat two eggs until light and fold 
in one cupful of bread erumbs. one-half 
cupful of milk, one medium-sized onion 
finely chopped or grated, four sprigs 
of parsley, salt and pepper to season. 
After mixing well turn into a greased 
pudding dish, Cover tightly and steam 
four hours. “This may be served hot 
or cold. 

Butterscotch Pie. 

Take two cupfuls. of brown sugar, 
the yolks of three eggs lightly beaten, 
four tablespnonfuls of flour, one table- 
spoonful of ‘butter and cook until 
thick with two cupfuls of milk, a pinch 
of salt. Pour inte @ baked crust and 
cover with a meringue. using the egg 
whites and two tablespoonfuis of 
sugar. Brown in a moderate oven. 
This makes enough filling for two pies. 

Almond Cheese Cakes. 
“Briskly beat to Ughtness due 
Iiggs a few: 
With the eggs so beaten, beat— 
Nicely strained. for this same use— 
Lemon juice, 
Adding milk of almonds, sweet. 
With fine pastry dough, rolled flat, 
After that, 
Line each little scalloped mold: 
Round the sides, ight-fingered, spread 
Marmalade: : 
Pour the Hquid eggy gold 
Into each delicious pit: 
Prison tt 
In the oven—and, by and hy, 
Almond cheese cakes wilf in gay 
Blond array 
Bless your nastril and your eye.” 
—Ragueneau in “Cyrano.” 
Fresh Lobster Satad: 

This is a peerless salnd when pre- 
pared from a freshly boiled lobster. 
The lobster should be hotled with a 
tablespoonful of sit and a few pep- 


~ 


Getting Advice From a Veteran 


nce 


per corns {n rapidly boiling water 
for forty minutes, remdve and cool. 
If cooked this length of time the meat 
is easily removed from the shell and 
is more tender. Cut the meat into 
fuir-sized pieces, add half as mach 
diced celery and enough french dress- 
ing to moisten, Let stand an-hour, or 
more, drain and serve in nests of let- 
tuce with mayonnaise dressing. All 
ingredients should be well chilled and 
served at once. Dust with ‘paprika. 
Make nests of three curled leaves with 
a spoonful of the salad in each, 
{@, 1931, Western Newspaper Unton.) 


One More Heston 


trtersahonat * 


_dack Heston, son of the famous 
Willie Heston who was regarded as 
the grentest football star ever deye)- 
oped at the University of Michigan, Is 
a sophomore and a halfback at Ann 
Arbor, and of course he will have a 
‘load to carry Sn the matter of fenily 
tradition, His father was allt-Americe 
selection in 1901-2-3, so Jack will have 
his work cut out for him. He ‘is ex- 
pected to piny an important part In 
Michigan’s 1931 campalgn.  . 


‘Send for 


.. free copy of Dr. Storms?’ 


RS 
e% 


Moruers who face the problem 
of the baby who “won’teat” will welcome 
the new booklet by Dr. Lillian B. Storms. 
-In addition to discussing the preparation 
and general functionoftheGerber Strained 
Vegetables,the booklet contains much that 
should be helpful in training baby’s meal 


_time habits in a healthy, normat-manner. 


If your grocer can’t supply you with the Gerber 
Products—twe will gladly mail you an introductor¥: °°" 


assortment containing one can of eack of the sever: 
Products for your grocer’s namie and one dollars 


‘ot 


Strained Vegetable Soup 
= Steained Carrots-Strained ,Qzeery 


Prunes-Strained Spinach io 


anawycae 
Strained Tomatoes Wet 
Strained Peas - Strained . ‘ 


Green Beans . 
Booklet 


Send your name and ad- 
dress today to Dept. x, 
Gerber Products Divi- 
sion, Fremont ‘Canning 
Co., Fremont, Mich., for 


booklet. If you also wish 
theintroductory assorted 
case, include one dollar 
and your grocer’s name, 


s 


Gerbers 


STRAINED VEGETABLES 


Explorer. Sets orth 
Sahara as Man’s Cradle 
Upon. his” return to the United 
States after an 18,00U-mile ‘explora-~ 
tion trip through Africa Dr. Arthur 
Torrence, Los Angeles explorer, an- 
nounces his belief that the southern 
Sahara desert was the cradle of the 
human race. Not only did he make 


extensive investigations of the primi-. 


tive tribes and the geological history 
of the Sahara, but he claims to have 


found evidence refuting the: Darwin.’ 


jan theory of the origin and perpetu- 
ation of new species. Whilé he does 
not deny that man evolved from a 


jower type of animal. he thinks this: 


evolution took place in the southern 
part of the Sahara, 


, : 
The ‘state parks of the country, 
now numbering more than 300, were 
by no means idle acres last year. 
Figures yathered by. the Nationa 
‘Park service indicate“that there were 
45,000,000 visitors in the reserva- 


lions last yeur, making an average: 


of 15,000 per park, The parks,. inei- 


‘dentally, averaged, 1,000 acres each 


although. naturally many were much 


larger and many much smaller. 


Great Relief 
Caller (moralizing)—You know we 
take nothing with us into the next 
world. 
rs. ounds—Thank heaven for 
that! It will be a novelty to ga 
somewhere without having to pack. 
—Boston Transcript, 


As one grows older, the chief ob- 
stacle tu tnking a vacation is the ab- 
sence of a desire to take it. 


DONT BE FOOLISH, ELSIE. 
NO ONE SCRUBS -ANY MORE. 
WHY DON'T YOU TRY MY WAY? 


Wil —= 
Tells sister easy 
way to wash 


clothes whiter - 


CAN'T understand it, Elsie—a sen- 

sible girl like you scrubbing clothes! 
Change to Rinso, the famous ‘no-work’ 
soap. Ie soaks out dirt— all you need 
to do is rinse, That saves your strength 
—saves the clothes, too!"” 


Rich suds—in washers, too 


Even in hardest water, Rinso suds ate 
thick, creamy, /asting. You need no bar 
soaps, chips or softeners, Cup for cup, 
Rinso gives twice as much suds as light- 
weight, puffed-up soaps. These rich 
suds get clothes so white, even boiling 
isn’t necessary. 


The makers of 40 famous washers 


nso} 


Rinso. And 
it’s great for 


J 


dishwashe 
ing. Get the. The Granite: 
BIG pack- v1 : 


MILLIONS USE RINSO 


in tub, washer and dishpan. 


a 


= 
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Ought te Be the Best 


' 


4 


“Is this the best car can buy?” 

- asked the prospective buyer. 
“Well,” replied the salesman,. “tt te 
the kind of var the king of ganglana | § 


buys. ”"—Cincinnat! ; Enquirer, 


_Mercol | 
Kee re Skin Yon 


Geion 


Ounce and 
shia’ peel off until easy firseted. Zine peed 
; Tin ‘and irgeklee diecepene mene. Aare 


teaveivete Your g face looks rears young: ooniaed 

. va a Srinklen wee 01 Ly gt Your atin alt 
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Sieoch vad Sr one tals ate sviteh hakal. Ae annie 


ee Mining in New York - 


HEART 


OF THE. 
NORTH 


WILLIAM. 
BYRON 
_MOWERY 


venture and throw him into prison | 


~make_bis marriage to Elizabeth 


blankets for 2 few eure of despers 
ately needed rest, 


{mpossible!’ Baker was walking -all 
unknowingly into a dendly trap. Walk- 


ing fiito ‘arrest and criminal. disgrace - 
“and prison. 


He would be lucky 
off with a sentence of two years. That 
was the statute. minimum -for his of- 


; fense, ses ne. : 
‘Buekling .on. ‘his ‘pelt: “gun, Haskell 
) snuffed the candles and weit out. of 


his cabin—on the easiest, most .ex- 


-uitant, most deadly | cer tain trip he had 


ever made. 


— 


_ CHAPTER 1x 


to-get 


“Tomorrow's the day or days," Bua 
gard remurked, thinking of the sup 
plies atid a.base to maneuver from. . 

“It’s the day of days,” Alan agreed, - 
but he was thinking of Joyce running 
-down the path, bareheaded. in the sun, 
to. greet. them. - Tomorrow -he would 
know. If she was safe, . Tomorrow,” 
after fhe rendezvous with Bul, the 
White Speedair. would be . dropping 
down upon the. Big Alooska, 

“Buzzard was. asleep almost Instant> 
ly, but Alan, tossing in a useless. at-- 
tempt.to sleep, finally got up, bulit 


a tiny fire, and sat beside It, thinking, ‘ 


Surely. Must Have Been. 
~~ Extrome-Limit-in-Car 
Frank B. Curran of the Depart- 
ment of Commerce was talking about 
his recently completed road survey, 
which shows that the United States, 
with 3,016,000 miles: of roads, leads 
the world in road mileage, the world 
total being only 7,806,000 miles. 

“You see’ some. umazing cars on 
our roads,” Mr. Curran. said. “Some 
are. amazing for their beauty, and 
some are. like tlie story. 

“Where did‘you get that car? 


New York is not usually consid-. 
_ ered a mining state, largely because t 
_it does not contain -any gold or sil- 


ver, yet its sub-Surface deposits 
yield returns greater than those of 
many States with. popular reputa- 


tions’ for their. mineral resources; * 


according. to a-recent publication ‘of 
the New York State museuni.. 
than thirty substances are mined In 
the state, including: fron, zine, pyrite, 
salt, calcium sulphate, stone and 
clay. 
In Other Words 
Rastus—Does yo’ doubt 


mah 


word? Do yo'-ll call muh a liah? - 
., Sambo—Nossuh, ‘Ah jes’ wishes to 
infer yo’ has elephantiosis ob de - 
‘magination.—Border Citles Star. 


RESTFUL SLEEP 


for FRETFUL, 
FEVERISH CHILD 


~~ With Castoria's regulation 


‘When your child tosses and cries 


+» 0ut_in-his sleep,-it-means.-he_is_not 


comfortable, ‘Very often the trouble 
is that poisonous waste matter is not 
being. carried off as it shoul be. 
Bowels need help—mild, gentle help 
—but effective. Just the kind Cas- 
totia gives. Castoria is a pure vege- 
table preparation made specially for 
children’s ailments. It contains ‘no 


* Don't let your child's rest—and your 
; ; A prompt dose’: 
of. Castoria will urge stubborn little‘ 


own—be interrupted. 
bowels to act. Then relaxed comfort 


and. restful sleep! Genuine Castoria 
always has the name: 


CASTORIA 


CHILDREN CRY FOR 


Caring for the Aged 


Approximately $3,000,000 js ex- 


More — 


Ime, or something. 
‘three’ days to help Alan out. 


’ , CWNU Service) 
Copyright by William Byron Mowery 


THE STORY 


Six bandits hold up the steam- 
er, Midnight Sun, on the Mac- 
kenzile, kill Jimmy Montgomery, 
-and escape with gold dust and 
furs. At the-Mounted Police post 
at Fort Endurance, Sergt, .Alan 
Baker disputes with his incom- 
petent superior, Inspector Hask- 
ell, regarding plans for the cap- 
ture of the bandits. Baker starts 
out in the police launch with five 
men, At the MacMillan trading 
post, Joy¢e. MacMillan is thrilled 
at. the arrival of the police 
“4aanch, She had expected to 
marry Baker, and--had  bepn 
stunned at.the news that he was 
to marry Elizabeth Spaulding 
Stolén furs are found on the Mac- 
Millan place and evidence points - 
to Joyce's father. Alan leads his 
expedition up,the big Alooska. 
Compelled by Haskell’s foolish’ 
orders to divide tlie party, Alan ‘ 
‘fails to capture the bandits,.and 
returns to Fort Endurance. Hask- 
ell blamés him for the failure 
and Alan jis allowed to buy out 
of the Mounted on condition that 
he absolve Haskell from. blame. 
Alan starts out of the country. in 
& motor canoe. He meets “Buz- 
zard"” Featherof, famous aviator, 
and enlists him in. the enterprise. 
“Slob-Ice” Jensen, leader of the 
bandits, Plans to-capture Joyce. 
Haskell suspects. Alan’s plang, 


“CHAPTER VIII—Continued 
; —18— : 


“Snakes!” Bill breathed to himself, 
as he thanked Haskell and went out 
the door. “That Spring-heel Johnny 
must be winding up to ask a favor of 
But I've got my 
Lord, I 
hope ‘Alan shows up. during my free 
time. .He might maybe let me go 
alohg on-h§s trick.”* 

With no suspicion of the ugly truth, 
hé turned up the twilight slope. 

When Whipple came in, Haskell or- 
dered him to close the door and pull 
down the window, to guard against 
possible eavesdropping. Titen . he 
tersely explnined the situation, -He 
added: : 

“Hardsock will probably steal some 
more gasoline and Dil tonight. What 
he's already stolen isn’t enough for a 
plane to do much. maneuvering on. I 


want you to watch him stealing that’ 


stuff so that you can later be a wit- 
ness. He'll probably have time to take 
those drums only a couple miles from 
here tonight. Tomorrow he'll take all 
of it on to the place where. he's. to 
meet Baker. He's been sneaking it 
away little by ttle when he had -the 
chance, and hiding it close by; but 


“Wines Over the Wilderness 
On that first day of flight, as dawn 


“proke full and the sun chased away a 


layer of gossamer ‘clouds beneath the 
White Speedair, Alan looked ‘down 
with marveling eyes at a strange pan- 
orama. Evergreen. forestry, silvery 
lakes and silvery network. of rivers 
far below, swam past at a speed to 
amaze him, In thirty minutes. he was 


-eovering a distance which would take 


a whole day’s hard praveuing by. canoe 
or komatik. js * 
Knowing that if he and Buzzard 


showed up at a police post or larger: 


trading center, {t would mean a quick 
and sorry end of their flight, Alan 
planned to avoid such places religious- 
ly: He had a ¢onviction that he and 
Buzzard were. “wanted.” They had 
left too many tracks in Edmonton— 
clews that- would. speedily be followed 
up. The police there, a wise llve out- 
fit, had ‘certainly connected them with 
the theft ‘of all that. government prop- 
erty. and had radioed instructions for 
their arrest. 

Eventually he and Buzzard were go- 
ing to be caught. It was as inevitable 
as sunset, Soon or late they would 
have to return to civilization an face 
the music, To Alan the worst of it 
was that Buzzard was going to pay a 
heary price: for helping him on this 


‘thankless job, For himself he did not 


greatly eure; he hardly thought of 
it. . ... He was headed north again, 


| .on his last patrol, hi$ greatest patrol. 


As they worked on north, they made 
moderately good time, but only by in- 
eessant care and. worry. Engine 
trouble caused them delay. Again 
and again they sat down on some un- 
known river or lake and sweated for 
hours over the old motor. Fuel was a 
constant problem. Avoiding Mounted 


,detachments and Royal Signal corps 


stations like the plague, they dared 
stop only at wilderness-buried posts 
where radios were unlikely ahd no 
police handy. ‘They could never be 
certain of getting fuel, and what they 
did get was usually half: kerosene. 
Alan was looking forward to his ren- 
dezvous with 
this: worry 


‘about gas-.and oil. . Be- 


among some §,000 persons under 
Massachusetts’ old-age assistance 
act, which went into effect in July. 
All needy citizens seventy years or 


. over, who have been in the State at 


least 20 years, are ellgible for as- 
sistance, which ranges between $2 
and $3 weekly. © 


It is an art to know when to go 
home; and another to know w hen to 
stay there, : 


Another milestone passed. Women 


at.a tea party no more ask for the 
recipe for anything, 


BOWELS 


need watching 


Let Dr. Caldwell help whenever your 
chile is avons or upset; or has 


cave ht cold 

iS simple prescription will make 
that bilious, headachy, cross boy or 
girl comfortable, happy, well in just 
a few hours. It soon restores the 
“bowels to healthy ipaulany, It helps 
“break-up” a cold by keeping the 
bowels free from all that sickening 
mucus waste, 

You have a famous doctor's word 
for this laxative. Dr. Caldwell’s record 
of having attended over 3500 births 
without loss of one mother or baby 
is policed unique in American 
medical history. 

Get a botile of Dr. Caldwell’s 
Syren Pepsin from_your drugstore 
and have it ready. Then you won't 
have to worry when any member of 
your family is headachy, bilious, 
gassy or constipated. Syrup Pepsin 
is.good for all_ages. It sweetens the 
bowels; increases appetite-~makes 
digestion more complete. 


Da. W. B, Catpwece’s 


SYRUP PEPSIN 


tors Family Laxative 


‘ple: 


during his three days hell take it to 
the meeting place. : 

“You go down to the river bank now 
to those two tepees and: get that In- 
dian called Ogi-Tomax. You remem- 
ber Hardsock thrashed him one time 
last winter for carrying a squaw-club 
and beating his wife. He's got a 
grudge against Hardsock, he'll have a 
personal interest in this, he's just the 
man we want. Take a carton of my 
cigarettes with you and a little rum 
as a silence present, I'll personally 
pay him five dollars a day. Do you 
understand so far?” 

Whipple nodded. Huskell went on: 

“You and the Indian are to shadow 
Hardsock tonight and tomorrow. Find 
out where he’s taking that stuff and 
where he's going to -meet Baker. As 
soon as .you do that, whip back here 
and-report to me.” 

It. was late the next evening before 
Whipple returned. He came back. 
tired, bedrgggied, but iis electric 
news. . 

He and the Indian had watched Bill 


a 


steal more gas and ofl from the stores. ~ 


They had shadowed him to the tem- 
porary cache two miles up the “Mac- 
kenzie. There he had~-leaded his 
canoe to the gunwales with the drums 
and cans and had taken them all to a 
big Inke twenty miles on up the river. 

He had cached the fuel on a head- 
Jand called Goose point; and was wait- 
ing there without the faintest sus- 
picion that he had been trailed and 
was being watched. The Indian, lying 
low back in the willows, was keeping 
an eye on him, 

As Haskell listened to the report, 
he forgot the haggard day. and night 
just passed. Te had scarcely dared 
hope for such news as this. 

After careful thought, guarding 
against any slip-up, he ordered Whipe | 
“Go get your rifle and belt-gun. 
I'll take mine, too. We'll go up there 
insthe launch. You can drive it. We'll 
capture Hardsock and those supplies. 
That'll be that. Then we'll walt there. 
The plane’ll be alone in a couple days, 
We'll keep. the lJannch In cover close’ 
by. When the machine lights down | 
and they go ashore to get the sup- 
plies, we'll ram it and put, it out of 
commission. Then we'll have Baker 
and this Featherof—and we'll put them 
where the dogs won't bite ’em !” 

After his despair of thelr lust week? 
‘after his helpless festering anger at 


Raker, it was a new. lease on hope to 


know he was going to sinasn pekers 


- rash 


He Tried to Look Steadily at His 
Looming Marriage to Elizabeth. 


sides the fuel there at Goose point, 
Bill had promised to cache some sup- 


plies up the Alooska near Joyce's 
home. 
Alun was fervently looking ahead 


to meeting Bill at En Traverse lake, 
to getting those precious supplies, to 
seeing Joyce again there on the Big 
Alooska, Al of his loyalty to the 
sister of his dead partner could not 
keep him from comparing Joyce's 


vital spirited personality with Eliza-_ 


beth’s leisure-bored ennui, ahd Joyce’s 
two yeurs of herole sacrifice with 
Elizabeth’s {dle deliberate dependence. 

On their last evening, worn out by 
a day of engine trouble dnd head winds 
and. blinding rains, they alighted in 
alittle sprucé:buried take on Silver- 
tip river, a short hundred miles south 
of Fort Endurance. Anchoring the 
plane, they. paddled ashore, cooked 2 
warm meal, and rolled up tin their 


Bill as the end of alt: 


| -a_dead pipe in his teeth. 


As he sut there under the qolenia: 
| Spruces, he tried te look steadily at. 
his looming ‘marriage to Elizubeth, and 
decide his course. No longer blinded by 
idealization of her as a girl, he saw 
.flow, with, pitHess Insight, that all 
along she had not waited--him nntess 
he had a goad income and was out 
of the North:. She might love him as 


well as sHe had ever loved’ anybody3.} 


but to her he was not. greatly more 


than a. means of getting what she. 


wanted out of life, 

The prospect of marrying her, when 
his respect was: gone, made Alan 
wince. And his respect-was gone 
with a vengeance. Those moments in 
the cabin, 
him, had been a shock and revelation. 
She had-acted not out of excusable 
passion, not out. ‘of love, but as a 
guarantee that he would take that 
- Victoria job. He thought of the in- 
eldent with something of revulsion. . 

Now he was groping to see the hon- 
est and righteous thing for him to-do. 
He. wondered - whether 
_ courage, or a weak ylelding to desire, 
for him to break with Elizabeth and 
sweep 
him, There was rght°on both sides, 
Flizabeth was waiting for him; he 
had promised to marry her and take 
her out; he had burned his bridges 
and committed himself to that Victoria 
“fob. Yet it was wrong to enter a loves 
less. marriage that would. bring tragi¢ 
unhappiness. . It was wrong to marry 
Elizabeth when his whole-hearted re- 
spect and love went out to Joyce Mace 
Millan. ? 

In the lonely anguish of his‘thoughts 
he laid his decision. more or less in 


when she offered herself to' 


it would. be’ 


aside the obligations binding | 


et 


one man asked another ona Georgia 
road, 

“My cousin ge TE ine” “wala 
the other man. 

“The first‘ man studied the car ad 
a minute. Then he sald: : - 

“*You've. béen robbed.’ * 

A monogram. is one -of :.those. 
things, nobody can. decipher. except 
the man to whom it belongs, - 


People who write have to read the: 
most stuff they don't care for, 


ei 


y Tue: agonizing Stes fics 


Neuralgia can be. quieted in 


the same way you would end © 


_a headache. Take some 
Bayer Aspirin. Take enough 
to bring complete ‘relief. 
Genuine aspirin can’t hurt 
anybody. 


Men and women bent 
with rheumatism will find 


theisame wonderful comfort ‘ 


in these tablets. They aren’t 
just for headaches or colds! 
Read the proven. directions 
covering a dozen other uses; 
neuritis, sciatica; lumbago; 
muscular pains. 


Cold, damp days which 
penetrate to the very bones 
have. lost: their ‘terror for 


those who carry Bayer: 


Aspirin! All druggists, in the 
familiar little box: 


the hands of time. He felt he must 
see Joyce again before he could take 
a decisive step. If he did capture 
those six criminals and so cleared her. 
father, she would be grateful with 
all her heart. He meant to tell her 
about the tragic happening which had 
bound him to Elizabeth, If he could 
win back that old intimate comrade- 
ship with her and they could begin 
anew, then the righteous thing was to 
put Joyce's happiness above Eliza- 
beth's. 

>_A little after gray dawn. Alan re- 
built the fire, cooke reakTast, a 
reluctantly awakened his partner. 

Later, when they skirled out: to the 
plane, Buzzard glanced ‘at the tanks 
ani remarked tersely: 

“E hope your buddy, this Hardsock, 
has got some gas and oj! out to that 
lake. It'll be our finish if he hasn't.” 

““Bi will-have it there,” Alan. as- 
sured. . 
he’s probably on duty; but we agreed 
exactly where to cache it. It'll be 
waiting for us.” 

They climbed in, taxied twice around 

“the lake to warm the spluttering mo- 
tor, took off und headed north toward 
ronse point at Lake En Traverse. 

With the heavy rains stopped and 
the insect scourges abating, Alan knew 
the bandits were on the move again 
or shortly would be. When they did 
stir, he wanted to be there on the 
Big Alooska to look out for Joyce. 

Ever ‘since he came to believe that 
Daye MacMillan knew nothing of the 
crime, he had heen puzzling about that 
pack of stolen furs. Something dark 
and sinister lay behind that pack, 
There was some connection between 
the trader and those criminals. But 
what? : 

Alan reasoned: 
get in that shed by accident. 


“Those furs didn't 
Those 


men might have had a grudge against’ 


Dave MacMillan and planted them 
there. They might have figured he'd 
show them to us and get in hot water. 
That guess is at least possible. If it’s 
true, then their grudge might. lead 
them-to strike at Joyce.” 

If they intended anything against 
Joyce, they doubtlessty would attempt 
it just before they started eastward on 
their trek through the Great Barrens 
and Strong-Woods. Alan had dreamed 
of that, dreamed of her being cap- 
tured and taken along, as the bandits 
had captured Margaret Fournier. 

With, Haskell refusing to extend her’ 
any protection whatsoever, Alan felt 
that he and he alone -stood between 
her and a terrible danger. If any- 
thing happened to the plane, or to 
him and Buzzard... . 

(TO BE CONTINUED.) 


HHH KLIK HANALEI EAE EER EER RHE 


Religious and Secular Stories That Parallel 


All the great religions have stories |‘ tempest that if he escaped he would 


that parallel each other {n some de- 
gree. For instanee, Jephthah, one of 
the judges of Israel, made a remark- 
able vow before he marched against 
the Ammonites, that If he proved vic- 
torlous he would offer to the Lord 
the first living thing which should 
come to meet him on his return. 
This happened to be-his only daugh- 
ter, whom he sacrificed to fulfill his 
vow. The history of Jephthah 
is contained in the’ second book of 
Judges. Idomeneus, in Homerte leg- 
end, ‘king of ‘Crete, succeeded his fa- 
ther Deucalton on the throne, and -ac- 


‘companied the Greeks to the Trojan 


war with a fleet of 90 ships. During 


“this war he rendered himself famous 
While returning, he. 


by his valor. 
made 4 vow to Neptutie in a dangerous 


offer to the god whatever living crea- 


“He may not be there himself, 


ture first presented itself to his eye | 


on the Cretan shore. This was his 

. son, who came to congratulate him on 
his safe return. Idomeneus redeemed 
his promise, but the inhumanity of this 
sacrifice rendered htm so odious to his 
subjects that he was exiled from his 
country.—Montreal Family Herald. 


SSS —— 


Virgin Jelainds eae 
Columbus, discovered the Virgin 
islands on his second voyage In 1498, - 
Tt Is said, amazed at the number, he 
.fenred there would not be- enough 
‘saints names to go around, so he put 
them under the sacred patronnge of 
the 11,000 martyred ve of St. 
Ursula. e 


| 


EURALGIA | 


Heron Collection 
Perhaps the biggest colony of 
blue herons on the Atlantic. coast is | 
at Bartlett’s island, near Bar Harbor, 
Maine. The island, a four-acre tract 
off Indian point, is owned by Augus- 
tus P..Loring, Boston” lawyer. On it 

H e300 bIue 
and, in addition; many nests of HG 
black-crowned heron ‘and’ of osprey. 


You Can Stop that 
Rheumatic Pain 


The constant. nerve-wracking pain 
that spells rheumatism or neuritis can 
be relieved, often stopped entirely. 
The new treatment which gives quick 
results where old methods have failed 
calls for two: oY three daily applica- 
tions of B. & IM, The Penetrating 
Germicide, Used externally, this prep- 
aration seldom fails to stop the in- 
tense pain in a Tew atu; 
where the trouble is caused by germ 
infection, the B. & M. treatment will 
destroy the germs, making it possi- 
ble for Nature--ta, restere normal 
vonditions. Your druggist should be 
able to supply B..& M. If not, send: 
us his name and $1.2 25 for a full-size 
hottle. Or ask for free booklet. F, 
F. Rollins Co., 53 Beverly St, Bos- 
ton, Mass. (Adv.) sop 


Eee Oyster Culture 

The sow-and-reap method so com- 
mon to agriculture is on trial in the 
oyster industry, An enterprising 
company operating at Padilla bay on 
Puget suund will plant seed oysters 
from Japan about the first of each 
year and harvest them the following 
fall. [Fifty million oysters are now 
growing in the PadilNta beds and will 
be ready before bong.. Care will be 
taken not to let the oysters reach 
the gigantic, “beefsteak” size they 
would if allowed to attain theic full 
growth. 


Tied and Tied 

John D. Rockefeller, Jr., 
following incident: 

“I sat one night over my Shake- 
speare when ‘a sentence popped up 
that puzzled me. I said to my father, 
who was sitting nearby: ‘Father, 
what Is the meaning of this. ques- 
tion, “There is a tide in the affairs 
of men which, taken gt the flood, 
leads on to fortune’? What kind of 
tide would that be?” 

“Tied down to business, 
said father.” 


tells the 


son!’ 


Main business of polities ts to: get 
ve-elected, After that, attention may 
be paid to public affairs, 


Hardly any practice can make a 
man look rich exept being rich, 


Sunshine «4441! 


—All Winter Long 


AT the Foremost Oosert Resort 
of the West—marvelous elimate—warm sunny 
days—clear starllt nights—-dry invigorating 
air — splendid. roads — gorgeous mountain 
scones——finest hotels—the ideal winter home. 

Write Gree 4 Ohatrey 


PALM SPRINGS 


Siam’s Monarch Credits __ 
_ Progress to Football 
The king of Siam, new in. this — 
country for an operation on his eyes, 
is noted or rather will he in history, 


for the great progress his country . - 


has e under his When | 
asked by a reporter whar he consid- 
ered to be the greatest factor in. this 
remarkable progress, he made the 
astounding answer,—"lootball.” 

“No, I do nat jest. You kuow 1 was 
educated in England and learned the 
game, I introduced it in Siam and 
it aroused the spirit of competition 
ins a-race-whieh has-idfed uteng in. 
contented apathy for centuries. 

“The army and navy played first. 
We had few men in either, for Si- 
amese are not eager to be warriors. 
But soon after football cume in, we 
had so many recruits that now our 
ranks are overflowing. Feotball 
awakened the nation and this wake 
ulbe e 
mercial and social endeavor. It has 
even taught a barefooted nation to 
wear . shoes,” 


ROO om 


No Joker nt a 
“Tt should. think he'd feel happy as 

a king when he's in the air.” , 
“Happier! He's an ace!” 


Vf you laugh in the right place you 
will never be cons dered dull. 


‘Wor orms Js. 
ar 3 
Dangerous 


Most children and 

many adults have => 
worms, Restless- 
ness, loss of appetite, abdominal pains. 
are signs that worms may be present. These 
intestinal parasites cause a general fun 
down condition and become sacious if they 

_ are not treated promptly. Jayne's Vermifuge 
is the most powerful remedy known fo axpel 
round worms and their eggs. One hottie is _. 
usually sufficient. it Is pleasant, absolutely 
harmless, tones up the whole digestive sys- 
4gm. Get @ bottle today from your draggis& 
DR. D. JAYNE & SON, Philadelphia. Noe 


OVER 36 MILLION BOTTLESSOLD } 


JavnesVermi 
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mail matter. 


“|eontract. as Caretaker of Whiting 
Park, Sept. 30th, but will remain at | 


home ‘Sunday. 

r. Bnd-Mrs. Charles Healey called 

on Ate and Mrs. Will MeGregor at 

Haydens cottage, and also Mr. and 

Mrs. Billy Frank. 

ur,aloadaLio a ‘qfemA~ ty aKR 
. Will McGregor finished his season's 


rived 


the Hayden cottage scme time longer 
before returning to. Boyne City. 

» Mr, and Mrs. ‘Clarence. Johnston 
nnd son, David, of Three Bells Dist., 
were dinner “guests of Mr. and Mrp. 
Ira McKee in Star Dist: Sunday, Mr. 
and Mrs, Geo. Weaver and two child- 


PENINSULA 
(Edited ‘by ‘Mrs. E Hayden) 


“yy niture. 


’ ence Healey of East Jordan, 


ren. of East Jordah also called ‘at the 

McKee. home ‘Sunday afternoon. | 
Frank H, Wangeman, our County 

Highway Comm’, . attended a road 


Mr, and Mrs. Ray Loomis and: son, 
Clare, motored to Bridgeport Friday 
* for a few days visit with their uncle 


George Loomis and family. ° 


_.° My. and Mrs. Janes Earl. motored 
“to Muskegon Friday to-get their fur- 
They will occupy the: Charles 
Earlfarm in Mountain Dist., for the 
" winter at least. 


Mr. .and. Mrs. 


Muskegon for their furniture. 
returned home Sunday. - 


Mr. and Mrs. Harry Sines and Mr.. 
“and Mrs. Jack Newman and two child- 
ren of Flint arrived Saturday for a 
two.-weeks visit with Mrs. Sines’ par- 


ents, Mr. and Mrs.. Daniel. Faust. 


There ‘are four generations in the 
‘party.. The two Newman children, 
Sines 
grandmother, and Mr. and Mrs. Dan- 


Mrs. ‘Newman, mother; Mrs. 


jel Faust great grandparents. 


Mr. and Mrs. Alfred Deitz ‘and son 
Clare of Muskegon ar2 spending their 
and 
Mrs. D..N. McDonald. Mr. Deitz is 


vacation with her parents, Mr. 


an. A. & P, store Manuger. 


1 Miss Opal McDonald and friend, 
Tracy McClure of Cadillac motored 
up Saturday: and visited her parents, 
Mr. and Mts. D. N. McDonald. They 


returned to Cadillac, Sunday. 


A-very good’time was enjoyed by 
all who attended the. dance at the 


Three Bells schoolhouse ‘Saturday 
night. : 
Mr. and Mrs. Joel Bennett of 


Honey Slope. farm were’ called to’ 
Boyne City Sunday by the serious 


illness of their daughter, Mrs. Wm. 
Bogart. 
in'the evening and Mr. Bennett re 
turned home, but Mrs. Bennett re 
mained there. : 


Mr. and Mrs. Fred Stanley and son. 


of. Flint who weré North on a busi 


ness trip, and Claude Stanley and 
lady friend of Boyne City called at 


Orchard Hill a short time, Sunday. 


Mr. and Mrs. T. J. Hitchcock and 
’ Mrs. Rosella Hammond of East Jor. 
“gen spent Sunday afternoon with 


and Mr. and Mrs. Joe Gaunt and son 
Walter of the Meggison farm, 
dinner 
family Sunday. 
made up two cars and 


South Arm Lake. 


Clayton Healey of Willow Brook 


farm went to Harbor Springs Satur-' 
‘day fora tank of gasoline for Clar 
He ar 


OqeS WOM 


MUNNIMAKERS 
Notices of Lost, War:ted, For Sale 


Charies ‘Farl of 
Boyne. ‘City kept house for Mr. and 
Mrs. James. Earl while. they: went to 
They 


She was very much better 


hard. Hill. threshed 
Mr. and “Mrs. Will Provost and son 


‘Kenneth, and Lee Lloyd of Charlevoix 


were 
guests of the David Gaunt 
After dinner they 
called on 
‘Clarence Dewey at his cottage on 


“visited our school, Wednesday. 


‘meeting. in Traverse City, Friday: 
The meeting was to organize a plan 


+) County 
months, rh d Cegoa: 

Mrs. -Anna’Myers of California, 
who is visiting her brother, Frank H. 
Wangeman, will very soon go to-East: 
Jordan to live. Oscar Wangeman, 
\her ‘father, who has been: with his son 
Frank, for some months will also live 
with her for the winter. 

Friends of Mrs. F. D.- Russell: of |! 
Ridgeway farm will be interested to 
know that her father,’ Mose LaLonde, 
whom she—has helped to care for at 
his home in Chaddock Dist., during 
many months of. suffering. from 


unemployed “the coming 


heart trouble and dropsy, passed 
away Saturday night. 
Mr. and Mrs. Geo. Staley and 


family motored to ‘Traverse City 
Sunday and visited Mr. and Mrs. 
‘Wesley Staley and family. : 

Mr. and Mrs. A. B. Nicloy and two 
sons, and Mr. and Mrs..A. C. Hurd 
of Sunny Slope farm took dinner 
with Mr. and Mrs. Clark Colver near 
Boyne City, Sunday.. 

Frank Hayden and two ehitdegh of 
Orchard Hill, and Bob Jarman of 
‘Gravel Hill attended the-Chest Clinic 
at Charlevoix, Wednesday. It is en- 
couraging no chest weakness, was 
found in dny of. them, in- fact the 
Doctors said Mr, Jarman had. the best 
pair of lungs he had sounded i ina long 
time. : 

Miss Lucy Reich and Miss Zepha 
Faust spent Saturday night and Sun- 
day with their aunt, Mrs. J. W. Hay- 
den at Orchard Hill. 

Silo filling in this-section was com- 
pleted Thursday, when Clarence 
-|Johnston filled his sile. | 
5 Corn cutting and husking and bean 


the “drought.” There were only a 
few light showers of rain during the 
week, , 

October 5 and no sign of frost and 
no heaters needed: yet, everything is 
as green as in-early June. 


Harlow Sweet. farm got his .beans 
eek, as did George 
Jarman.. : . 


’ 


EVELINE 
' (Edited by Mrs. Walter Clark) 


‘Karl, little. son of. Mr. and Mrs. 
geha Knudson, received a fractured 
leg, while playing at school recently. 
- Mrs. Lew Harnden called on Mrs. 
-|Robert Sherman Thursday evaning. 
is Two young. ladies. of Elsworth 
Mrs. 
Ervie Bowen also visited school that 


Cay: 


There was no school Thursday and 
Friday of last week on account of the 
Teachers Institute at Petoskey. 
Richard and Herman Clark dug 
_ | their, potatoes during vacation. 
Walter Burbanks visited at. Lew 
>| Harndens, Friday. 


to give’ employment to. some of the. 


pulling were rushed last week during, 


“ W. B. Smith who had beans onthe. 


‘WILSON TOWNSHIP — 
pees ad Mrs. C. M. Nowland} 


from Owosso first of leat week called 
there. by :the serious illness’ of her 
sister, Mrs. E. Carpenter. 


Mrs. Albert Nowland and Mrs. 
Eugene Kurchinski- spent Thursday 
with the former’s - ‘daughter, Mrs. 
Darius Shaw of ‘Rock Elim. 
‘Mrs, Jason Lewis of Bayne City is 
spending this week with. her daugh- 
ter, Mrs.’ Frank Davis and. family, 
and. son, James .Lewis and - wife, |: 
while her husband. is assisting their 
son James ‘getting up buzz. wood. - 
Eldon Peck; who has. been. em- 
‘ployed by the Cook Electric Co., at 
Petoskey all summer, - —wastaid oft 
‘Saturday night. The resort season 
being over. ‘ 
Ernest. Raymond returned Friday 
from a business trip to. Merriweather, 
hear Iron Mountain. 
Mrs. Louise Bergman’ of East Jor- 
dan spent a few days last week with 
her daughter, Mrs. John Martin: 
Mr. and Mrs..Ray Nowland. were. 
Sunday dinner .guests of “Mr. and 
Mrs. Paul Newman.:of Petoskey. 
Martin’ Hanson and family of Kal- 
kaska visited their relatives, Mr. and 
Mrs. Wm. Korthase and family, . Sun- 
day... : 
Mrs. ‘R. E. Pearsall was very much 
surprised Thursday cvening on: the 
ariniversary of her 80th birthday. A 
bountiful supper was served to- about 
thirty friends and relatives, 
ceived many nice. gifts. “A. lovely 
birthday cake,’ made by Raymond 
Paulis, of the Boyne City Bakery. 
Mr. 
.daughter, Miss Margaret, of Bellaire 


aunt, Mrs. Clara Slaughter, and 
cousin, Ernest. Slaughter and wife. 

Mr. and Mrs. Joe. Leu and children 
of Peninsula. took dinner Thursday 
with her parents, Mr. and Mrs. Tom 
Shepard. 

‘Frank Schultz, Wilson Twp., High- 
way Comm’r has been busy fixing up 
the wash outs on the roads this last 


| week. 


Dr. R. -E. Pearsall, Veterinary re- 
ports some cases of black leg. in 
cattle, but has it under control. 

Mr. and Mrs. Albert Bacon of near 
Petoskey were Sunday. visitors of 
Mrs. Arvilla Coykendall and family. 

Miss Fay. Kurtz who has been 
‘working at Petoskey, came home 
Sunday ‘to spend a couple of weeks 
with her parents, Mr. and Mrs, Fred 
Kurtz Sr. ' 

Mr. and Mrs, Frank Stone of Grand 
Rapids are visiting her parents, Mr. 
and Mrs. Frank A. Behling Sr., and 
other relatives and friends this week. 


potato: digging vacation, ‘which start- 
ed Oct. bth. 


High School first of last week and 
Monday of this week, picking up pos 
tatoes. 

Mr. and Mrs. A, B. Nicloy of Pen- 
insula “were Sunday visitors of Mr. 
and: Mrs. Clark: Colver, 

Mr. and Mrs. Ashland Bowen with 

son, Raymond, atid daughter, Dorothy 
and Mrs. Geo. Bowen of East Jordan, 
and Mr. and Mrs. Herbert Holland 
and son,Basil were Sunday dinner 
guests of Mrs. Geo. Bowen’s son, Mr. 
and Mrs. Jasper Warden. 
. Dow e a chicken 
dinner Thursdny for Mr. and. Mrs. 
George Phillips and Mr. and Mrs. W. 
J. DaVoll of Bay View. 

Mr. and Mrs. Clyde Strong and 
daughters, and Mr. and Mrs. Eugene 
Milés are visiting relatives in Lansing 
this week. 

Mrs. 


M eonard 


-fspent Sunday with the .Oral Bather 


_|Leonard MeGeorge of Boyne City. 


She re-}. 


and Mrs. °Sam - Dewey. . and. 


were Sunday visitors of Mrs. Dewey’s: 


Knop schoo} is-having.a two ,weeks 


Beh- 
ling were eben ee Boyne City'™ 


or less. 


For Rent, etc., in this Column is 256! Mr, and Mrs. 
cents for one insertion for 25 words 
Initials count as one word 
and compound words count as two 
words. Above this number of words 
a charge of one cent a word will be 
made.for the first insertion and one- 
half cent for subsequent insertions, 


Sunday, 


ers, Sunday. 
Mrs. 


Elmer: Ostrum of 
Charlevoix visited at John Coopers, 


+ Olga Kotovich called at J. Coop- 


Robert . Sherman called on 
Mrs. Ed. Clark in East Jordan, Fri- 


with a minimum charge of 15 cents. 


These rates are for cash only. Ten| 


cents extra per insertion if charged. 


‘y= WANTED 


— 


+ 


WANTED-—A’ House Moved Away 
Will sell cheap for 
Has good Kalamazoo fur- 
nace, hot. water tank, all. fittings 


or Wrecked. 
cash. 


and connections; range ‘with coils 


good bath tub, sink, hot and cold 
air pipes, registery ‘hot and cold; 
electric wiring and fixtures, ete. 
Inquire at 
* 2Y6 W. Lincoln, Boyrie City, Mich. 

41-2 


.Seven rooms and bath. 


WANTED-~Hay and Chickens.—C. 
A0-tf 


ae MALPASS. 
2 
~~ FOR SALE—REAL ESTATE. 


FOR SALE-—Six-room House, with 


double Garage. Write to MRS. 


EFFIE LITTLE, Route 1, Honor, 


Mich., or inquire of R. P. Maddock, 
East Jordan. 


FOR SALE—MISCELLANEOUS 


FOR SALE OR REN1T—~Modern six- 
room dwelling in East Jordan ‘with 
furnape, bath, electric lights, and 

Write JULIUS JOHNSON |; 

518 Southwest Ave., Jackson, Mich. 

41x4 


garage, 


FOR SALE—Brood Sows with pigs. 


Also Boar.—HENRY | SAGE at 
Afton, East Jordan, Route 4, phone 


164-F22,, 41x1 


REPAIRS for ee Cc. J. 


' MALPASS HDWE. Co. 


om ‘niet 


aE aS ’ 


40x3 


29-tf 


day. 
’ Potatoe digging has started in this 
Jocality. Walter Clark has his all 
dug. 

Walter Clark is building a corn 
crib at present. 


PLEASANT HILL 
(Edited by Anson Hayward) 


Pleasant Hill Sunday School was 
well attended—18. Preaching by 
Henry Vandeventer. 

Prayer Meeting every Wednesday 
evening. Everybody come! 

_Mr. and Mrs. Agson Hayward and 
son were dinner guets of Seth Jubb 
and family. 

Mr. and Mrs. Anson Haswiea and 
son, Seth Jubbs and daughter, and 
Charles Ruggles and family attended 
church at Finkton Sunday night. 

Miss Bernice Fink and girl friend 
of Gaylord were visitors at the John 
Schroeder home. 

John Schroeder and Sem Lewis 
have been helping Herbert Sweet dig 
potatoes the past week. | 

Isadore Kling and his friend ealled 
at the Anson Hayward home. 

Anson Hayward and family, and 
Seth Jubb and daughter attended the 
Holiness Church in Best Jordan, 
Charles Cox of East Jordan was a 
caller-at the Ralph Jubb. home. 


ldgenanen Little One| 
The minister was: speaking - 
small daughter of the house: 
‘say your sister Helen is the 
And who. comes after her?”. 
“Oh, a different fellow most every 
Bien a 


to the 
“You 
eldest. 


Roland Bowen and children 
of East Jordan, and their guests of 
Detroit, Mr. and Mrs. Donald Pank 
and-Jittle daughter spent a few days 
at the home of the former’s grand- 
mother, Mrs. Alma Nowland. 

Mr. and Mrs. Wm. Vrondran, Mr. 
and Mrs. L, Henderson and son; and 
Mr. Henderson’s mother were: all 
callers at Marion Hudkins Sunday 
afternoon. 

A party: of friends gathered Tues- 
day evening and surprised Albert 
St. John, reminding him it was his 


‘|birthday anniversary, 


.Mr. and Mrs. Claude Pearsall and 
family spent Saturday evening with 
Mr. and Mrs, Wm. Vrondran and 
family. 

My. and Mrs. Wm. Vrondran and 

family, and John Vrondran were din- 
ner guests of Mr. and-Mrs, A. J. 
Weldy, Wednesday. 
. Mrs. Leah Stubb. and Mrs. Luella 
Setterbo of Frankfurt spent the 
week end with the former’s. cousin, 
Mrs, Leonard Dow. 

Mrs. Victor Peck and son, Eldon 
were called to Owosso by the death 
of her sister, Mrs. Emma Carpenter, 
aged 54, who passed away Sunday 
after a long illness from. tuberculosis. 
Mr. and Mrs.-dohn Martin Jr. were 


callers at Wm. Vrondrans: last Wed- 


nesday. evening. 


Wealthy Eskimos : 
Prosperity appears to be smiling on 
some members of the so-called sub- 
merged races. An official of the Hud- 
son's Bay company reports to Country 
Home that there are several Eskimo 
families on tts books who Make up- 


of white fox furs. : 
Thelr {ncome is HONmore remark. - 
able than some of their Svuys of spend- 


‘fing it. Each of. these aristocratic Es-. 
kimo familtes, for Instance, buys coal 
at $300 a ton. They. spend equally 
Jarge amounts for radio- equipment 
and airplane rides, 


~ DEER LAKE : 
"(Baited by: Mrs. Roy ace dik 


Mrs, 
cousin, Mr. M: Hardy Friday after- 
noon. — 
- Ernest: Raymond. moved Mr. and 
Mrs, Boyer and their household goods 
from the. Upper. :Peninaula to East 


Jordan last week. They are:the par-|° 


ents of Peter Boyer of Deer Lake. . | 
Mr: ‘and. Mrs. Lester Hardy and 


family. spent Sunday-at the Charles = 


‘Ploughman home on Porter’s farm. . 
Mr. and Mrs, Bert © Lumley and 
children, and Miss Sidney Lumley 


family. 


Mr. and Mrs. Vernon Bundy are |: 


-the-proud_parents of 


son, born Oct. 


1st, and- answers to the. name of Ro-[ 


bert,LeRoy. ‘Mrs.. Bundy will be re- 
membered as Rosa Batterbee. : 
Willard Batterbee visited his par- 
ents, Mr.. and. Mrs.’ H. Batterbee of 
Green River, Sunday: : 
‘Reba Beeman spent:-the latter part 
of. the week with Bertha Martin. 


Billie. and Leon Dunson, and Billie] ‘- 


and Martha Guzniczak* ¢alled on the 
Roy Hardy children Sunday © after- 
noon, 7 
Mr.. and . Mrs. Gev. 
Sunday: guests of Mr. 


Hardy. were |, 
and Mrs. 


Little Buddy: McGeorge was. on the 
sick list last week, but: is on the gain. 

Otella Green spent Saturday eve- 
ning with Dora Barber. ‘ 
. Mr. and Mrs. Roy. Hardy called on 
Mr, and Mrs; John Matthews Sunday 
afternoon. _ ; ; 

Mr. and Mrs. M. Hardy spent Sun- 
day. with Mr. and Mrs, - Maurice 
Pierce of Petoskey. 

Deer Lake Grange elected the fol- 
lowing officers, Saturday hight: 

Master—Lester Hardy 

Overseer—Roy Hardy 

Lecturer—Rena Newkirk 

Steward—Lou Bowers. 

Ass’t Steward—Glen Easton | 

Chaplain—Helen Lumley 

Treasurer—Herb Summerville 

Secretary—George Hardy - 

Gate Keeper—Wm. Newkirk 

Ceres—Dora Barber ._ 

- Pomona——Christabel Sutton 
- Flora—Evelyn Hardy 

“Lady Ass’t' Steward-—Lucy Hardy i 

Deer Lake ‘Economics Club met 
with Edna Petts, Sept...30th. Meet- 
ing opened in form. Mrs. Rosa Riedel 
elected. chairman for the ensuing 
year. “Lessons on’ “Beauty in Furni- 
ture Arrangement,” and “Making the 
House -Homelike,” were given by 
Edna Petts and Carrie Korthase and 
were very interesting. Suggested 
that some one member supply a sur- 
prise feature at each meeting. Sidney 
Lumley passed: around her best cake 
recipe, typed. Lora Hardy will have 
charge of next mecting’s surprise. 
Mrs. Wm. Murphy and Miss Anna 

urphy of Sou OFS 
They expect to start a ‘Club in the 
near future. 


DEER CREEK “DIST. 
(Edited by. Mrs. Tom Kiser) 


Jack Peevey and family of. De- 
troit returned- home Saturday, after 
spending a. few-days with her parents, 
Mr. and Mrs. Joe Martinek. 

Mr. and Mrs. Joe Etcher and Mr. 
and Mrs. com Kiser spent Saturday 
aylord. 

Mr. ‘aud “Mex: Ray Williams wére 
Sunday visitors of Harry Kowalski. 

Mr. and Mrs. Morris Walker are 
the proud parents of a baby boy. 

Robert Kiser spent the week end 
with his grandparents, Mr. and Mrs. 
Frank Kiser. 

Mr. and Mrs. Wright Carr called 
on her brother, Geo. Etcher last Fri- 
‘day evening. 

Mrs. Jim Kortanek returned to De- 
troit, after a few weeks’ visit with 
her husband’s parents, Mr. and Mrs. 
Joe Kortanek. ; 


Eve ends 8 


Try a Herald Classified Ad. 


Baths of Diocletian 

Near the Termini railway station, 
the visitof to Rome will. find the fa- 
mous‘and immense ruins of the baths 
of Diocletian, They were constructed 
by the Emperor Maximanus, A. D,, 302, 
in honor of his colleague Diocletian, 
and were the largest baths {n Rome, 
They were frequented by the citizens 
until the Sixth century and then neg- 
lected, l they fell into decay, some 
parts bang bat to other uses, and oth- 
ers buried under canstructions. Twen- 
ty years ago the hidden ruins were 
brought to light and the ancient halls | 
and pavements were seen again. It: 
can be recalled that the monks of Cer- 
tosa received the ruins in 1561 for 
their monastery’ and Michaelangeto 
‘had the task of. changing the Tepida- 
rium into the S, Maria degl! Angell. 


Capital’s Attractions 

Bvery American should at some time 
‘visit the National Capital, not necea- 
sarily from a patriotic point of view, - 
but because of the historic and educa- 
tional value of what is to be seen 
there The Capito) itself, the senate 
ehamver, the house of representatives, 
the Supreme court room, for Instance, 
The Library of Congress with its 
: 8,000,000 volunies and 8 miles of 
shelves where may be seen the orig- 
inal of the Declaration of Independence 
and the original Constitution of the 
United States, Here, too, are the 


‘Smithsonian institution,. the various 


government bureans, Washington mon- | 
ument, the War and Navy bullding.— 
Bees. s 


‘ BONDS AND SECURITIES, viz.: : : 


gins, 
apart, loose dirt cleaned off, washed 
thoreughly with warm water and-mild i 
suap, hung. up until ue ‘surface’ is 
barely dry, 
harness oil, allowed to ai in a warm 
room, and all excess oil wiped off. It 
should then be: gone over carefully 
and all rips and breaks carefully | 
Bewed ‘sith good waxed thread. 


j Capital Stock paid in_ 


7 1031 
at East Pe Wichipwty at thee clgae of business ae aay 
"as called for by the Comrnissioner of the Banking fear 
"RESOURCES Commercial... Savings © 
LOANS AND DISCOUNTS: $124, eet AT + 26, 980, 94 : 


‘Reat. Estate Aer es 


‘Municipal Bonds in Office | ‘ ry 1, 000. 90 - 
“Other Bonds -_--~~---- 100, 500.00 117, "100. 00 ; 
: Totals 7 ae $100, hae O0°. $188, 700. o9 eer, 300. 96. 


RESERVES,‘viz: 


Cash-and Due from oe 
_ Banks in Reserve: Cities $ 57, 421. 05 $ 60, 702. 18° 
_ U.S. Securities carried eet / 
as: legal reserve in Sav... sae tae aes 
ings Department only... 46, 450. 00. 4 
Exchanges for clearing house. « 4 49.95, 
Totals : $°37,47 ‘57,471, 80: Fi, za, is, Hh, oe4. 08 


COMBINED ACCOUNTS, viz: 


Banking House —- 02222 ne eee 5, 100. 00° 
‘Furniture and Fixtures, ; °° 2,800.00": - 
Other Real Estate 2.00 Le 15,698.66 
Due from banks and bankers other ‘than. in reserve cities 2,733.39: 


Customer’s Bonds. Deposited with Bank for Ratekeeping 6,300.00 


Outside Checks and other Cash Items 47.20 
Total tee eth Be eI OE ee Gees “$708,360.54 : 
LIABILITIES . ma shee aad seo unos 
Capital Stock paid in / $50, "a 
: Surplus Fund |. -----. Snes a. 26, *000:00 
' Undivided Profits, net_2_.--___. __-. -+.-------~--- ‘ 2,837.31 
COMMERCIAL. DEPOSITS, viz: 0 : 
Commercial: Deposits Subject to Check $219:791. 65 
Certified Checks (2716-54 
‘Cashier’s. Checks -. é 2 1, 447.62 aa 
Time ‘Commercial Certificates of -Deposit 16, 149.81 ae 


Totals) _£2.--.--2 Seip sae ok tL 104.62 $201, 104. 62 
SAVINGS DEPOSITS, viz.: ; = 
Book Accounts—Subject to Savings By- : 


Laws: seettess wo Seen ee taecee ks $333,086.53 
Certificates "of Deposit —Subject . to 
Savings By-Laws =.---.----------L. 22.08 
Toteles 22 2b canoe o ewe ssc eee $338,108.61. $333,108.61 


Customers’ Bonds Deposited with Bank for Safekeeping § $ 6,800.00 


otal’ Soul soos le ldb eee see ~-$708, 350.54 


STATE OF MICHIGAN, County of Charlevoix—ss.  .- 

I, ROBERT A. CAMPBELL, Cashier of the above stad bank, 
' do solemnly swear, that thé above statement is true to the best of my 
knowledge and. belief and correctly represents the true state ‘of the. 
severa} matters therein contained, as shown by.the books of the bank. 

: “ROBERT A. CAMPBELL, Cashier. 
Subscribed and swoin to before me this 8th day. ‘of October, 1931, 
LEWIS W. ELLIS, Notary. Public. 
My commission expires October 20, 1933. 


the’ harness should be taken “What size?”. 


arty.” 

OrOuUgINYy UREU Witly GUO" y we ave to have it made special. 
“Is this the. Lyceum?” 

J“No, this is the Undertaker.” 


REPORT OF THE CONDITION OF 


@AFET, 


. : “Correct Attest: b 
- ; -” GEORGE CARR x 
nok ; W. P. PORTER € 
. ae _ CHAS. H. PRAY... * 
. a Directors. . | 
a ee ae ane ee A Ld ee A 
tL, A Grave Mistake 4 
Care for Harness re “Hello! I want to order a box tix v 
Every spring before farm svork be- | tomorrow.” 


“There will ‘be six of us in .the 


“But they only come in ‘single sizes 


Tell it to us—we'll' tell the world. 


at East seidan, Michigan, at the close of business September 29, 1931 
as called for by the Commissioner of the Banking Department. - 


RESOURCES Commercial Savings - 
LOANS AND DISCOUNTS: $105, re ie $ 15,662.66 
Items in transit.__._--. 
Municipal Securities pledged 
to ‘secure public funds 10,198.26 
Totals 2..-.----- $116,017.70 $ 15,662.66 $131,680.36 


Real Estate Mortgages___ - $ 35,346.72 $ 35,346.72 
BONDS AND SECURITIES, viz. 2 ‘ 2 


Municipal Bonds in Office ~ §,000.00 
Other Bonds -~_.--_-.~.- 89,000.00 : 
Totals ~----_---- $ 94,600.00 


RESERVES, viz: 


Cash and Due from 
Banks in Reserve Cities 
_U. 8. Securities carried 
as Jega)] reserve in Sav- 
ings Department only 


$ 16,045.88 $ 19,000.00 


550.00. 


; Totals ---_-_.---_ 

. COMBINED ACCOUNTS, viz.: 
Overdrafts beam oa eas Lo Tag 27.28 
Expenses, Interest and Taxes Paid exceeding earnings.. 5,264.86 
Banking House —~-_____.-------_.---.--~2------ 5,000.00 
Other Real Estate ___.._-_._---------- 7,835.28 


Customer's Bonds Deposited with Bank for gercucgeine 8,350. 00° 


Total —.-~.22is-~-+--+-- 45-24 $328, 599, 186 
LIABILITIES * fe a 


$ 25,000.00 


.,Surplus Fund -~-—~__ ‘18,000.00 
“Reserve for Taxes, Interest, Depreciation, etc 2,500.00 
COMMERCIAL DEPOSITS, viz.: : 

Commercial Deposits Subject to Check $ 47,882.79 
Demand Certificates of Deposit 52,198.42 
Cashier’s Checks ...~-_-_.--L4 835.91 
Totals. 222 oe $100,912.12 
SAVINGS DEPOSITS, viz.: 
Book -Accounts—-Subject to Savings’ By- oa 
Laws ——~+2-~2~---~~2-~---~~----- $158, 837.74 : 
ponies ; $158,837.74 
Bills Payable bine re eien AT aie ene 16,000.00 
Customers’ Bonds Deposited with Bank for Safekeeping 8,350.00 
Motel. 2 2 ee te ee "$323,599.86 


: STAre Or Pome nes County of Charlevoix—ss, 


Tt, W. G. CORNEIL, Cashier of the above named sbank 
do solemnly swear, that the above statement-tstrue to the best of my 
‘knowledge and belief: and correctly représents the true state of the 


several matters therein contained, as are by the, 


hE 

CORNEH Cashier. 
Subscribed and sworn to before me this 6th aay October, 1931. 
AGNES V. KENNY, Notery Public. 


My Commission ex: a January: 18, 1935. 
aereet, Attest: ; 
JOHN J. PORTER 
~~, A. ROdane ON 
S. E. ROGERS . 
Directors. ‘ 


‘$ 16,045.38 $ 19,550.00.$ 85,595.38 © 


sian anys erates Ae 
Dera deh ceteheaty ater 
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P 


ROBABLY. the “Inost: complete mitilatare village in the United States, this 
tiny’ settlement near Denver.is a source of. much pleasure to its owner and, 
builder, George Turner, millionaire business.man of Denver, 


Several. years’ 


tine and a large amount of money were spent.in bringing. the Lilliputian 


. village to completion: 


Tt includes beautiful little-lakes spanned by bridges, 


a complete municipal lighting system, minlature residences, store buildings, 
barbershop, garages, a rafiroad. station, and most of the other establishments to,be found jn a fourisbing town. The 
buildings are all.from four to six feet in helght. . ; 


mother: and her Siepne 


A* UNUSUAL event took Sous the other day on ‘the. satiole of George D. Widener at .Chestnut Hifls, Pa., when 
: ave birth ‘to triplets. 


OW 


HAT do you. care it akien are 
gray? 

Even the best. ones get that way. 

What do you care If gold takes wings? 


What do you care-if plans go wrong? 

Maybe you thought so all along, . 
What do. you care feed you do, no 
* doubt), 

What is al of the cure about? 


What do you eare. the moat of all? 


‘| chance which will explain our miracles 


Even the rich man's does auch things. 


How many a man nas dated: a new 
era in his life from the 
book. 


The book exists fot us per- 
and reyeal new ones, The at present 
unutterable things’ ‘We may-:And-soma- 
where uttered. These questions which 
disturb: and purale and. confound. ua, 


men; not. one has been omitted; md 


each: has answered them, according to- 


his ability, by his words and his life. 
Henry Thoreau, 


QUICK DESSERT 


a quick dessert,. are crumbl 


ing of ay. 


have In their’turn occurred to all wise | 


~ Coronation King’s Rose and Her T riplets 


Our photograph shows the proud 


RADIO QUEEN 


Harriet Lee, blond and stately, was 
the choice of the judges in the third 
annual search for the most beautiful 
radio artiat In America, held in con- 
nection with the radio-electric world’s 


fair. Miss Lee’s mellow contralto 
‘voice has been featured on programs 
over the Columbia network for the 
two years. 


That one person in three ts “taste- 
blind” to a certain bitter chemical has 
been discovered by a chem{st. 

, Standing on 4 concrete floor while 
“using an electric fron is dangerous, for 
a shock may be transmitted if the con- 
crete is damp. 


' {9 collect specimens of: the rare 
goat-antelope called the takin Is one 
special alm of the Marshall Field Z00- 
logical expedition now in southern 
China.’ ae 


GATHERED FACTS — 


: Platinum was once used in Russfay 
colnage. ; 


Glass made from eatural gos isa 
‘new. Invention. 
& — 
The sound made by dropping a pin 
* was recently broadcast, 
‘American medical: colleges graduate 
only about 200 women doctors a year. 
‘A new antlaircraft gun, bullt in Eng- 
land, is capable of striking. ‘airplanes 
more a five miles up in the ate 
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1062 B.C. 


meU/he 


Old Gardener | 


Says:== 


HUBARB is easy to grow in the 
cellar But does not force very 
readily until after the first of the year. 
Strong clumps several. years 
should be ate: It they are very large, 


old [: 


Ruby Empire Gown. 


clump ‘eat back into the Seon: Rhu- 
barb ots must be frozen solid before 
they are forced but they make tops | 
quickly after being planted in boxes | 
of earth or set on the cellar bottom ' 
with earth piled around them. Same- 
times a little bed is made on the; 
floor by setting boards on edge. If the 
roots are dug with considerable soil 
adhering to them, 
Sol] will be needed. Forcing the plants 
in darkness results in a top growth, 
which is almost white, and which is 
very palatable. A temperature of 
from 40 to 60 degrees is required, and 
a light ‘sprinkling of water must be 
given from time to time. . 
(Copyright.)-—-WNU Service, 


ARABBEemeeesuenenansenuas 
& 3 


HEALTH NOTES 


Live right, think right, and 


é 
‘ 

‘ 

‘ 

, 

‘ 
you'll be all right. 4 
= ; ‘ 

One should rest when he Is § 
tired—not wait for bedtime, Y 
ae ‘ 

It Is a8 Important to eat slow. # 
ly as it is to attend to business. § 
a ’ 

. The. nervous system {s the ‘ 
’ most delicate part of the human - 4 
body, $ 
= 

Recreation 1s necessary to in ¢ 
sure a clear brain, a steady § 
nervous system, ’ 

’ 

4 

$3 


and a sound 
hody, : 


SPRUE UTC CUCU CUTE TOEOCOCT SS: 


SHORTS 


Shrubs should not be planted deep- 
ly, advises a garden expert. 

/- Dutch air mail tine covers 10,000 
miles between Amsterdam and Ba- 
tavia. 


fhe British musoum has a Chaldean 
tablet recording a solar ecllee of \ 


“The Bible contains 200 references to 
birds, and of these 177 refer to spectile 
kinds of bird. 


Use of an airplarie to transport race 
horses to the.track has been tried and 
called aatisfac nT ; 3 


very ‘little extra |’ 


Te-tien't—wintertt-can't- be tal 
What. do. you care in your... heart of 
*. hearts? 


lot? 
Not tf you-have your way or not: - 


do; °.' 
Just as long as T care. for: ‘you? 


What do -you care? For IL belfeve 

Just ‘as -much,: though the reat de. 
celve, 

What do -you care? Not much en. 
dures, 

But whatever I have fs. yours, 

What do you care?. You care for. me 

And I for you, as it’s plain to see. 

So it’s all right here, and it’s al! 

right there, 

whatever. happens, 

care? 

(@, 1931, Douglas Malloch. j—wNU Service. 


So what do we 


The. first ‘steamship to cross the At: | 


lantic! was the Savannah, which made 

the trip from the United States to 
| England “in 1836,’ 

The proposed national park in the 
Florida evergiades would include a 
tropical nrea of. 2,000 square miles, of 
rare beauty and interest. 


Government sctentists have found 


windshield are up than when they are 
down. 


It_can’t be. money, when that departs. : 
What ‘do you care’ when ‘you care a 


What. do’-you care, and T know you. 


| that there is less wind resistance .in. 
_.| an open ‘automobile when the top-and 


soaking OF bits of cake, adding oi 
and a few. finely fut dates. 
with 


* Caramel Nut Sauce., 


In a’gaucepan, und one and one-fourth 
cupfuls of brown sugar and two-thirds 
of'a eupful of corn sirup, boil to.a-very 
soft ball atage or’ to 280 ‘degrees -F. 


Add three-fourths of a cupful of evapo- ing a g ectator at an athietie contes 
rated milk ‘and one-half cupful of pe | 8 3 ss t. 


van meats. The nuts may be omitted 


when they are used In the pudding It-: jess energy; for It. takes a lot of. ex- 
; | ertion, 


self. 

Cook{fes for picnics should be of the 
durable variety, which packs well, 
Bake them any time and pack in a 
“box that. maybe carried right along 
to the pienic. 
will be Hked: 
i 
t 


Orange Bread. . 
Mix and sift three cupfuls of ‘flour, 
six teaspoonfuls of baking powder, 


one'egg beaten, one and one- half cups 
fuls. of ‘milk, three-fourths cupfu! of 
sugar, one-half cupful of candied or- 


and thin rind of an orange. 
rind, 

Lemon Sirup. 

Add the Juice of six lemons to the 


sugar.and two cupfuls of water. Boil 
together for ten minutes, cod) hottle 
and place in the ice chest. When-serv- 


ing use one to three tablespoonfuls 
of the sirup. with chipped ice and cold 
This is ever rendy lemonade, 


water. 


Serve}. 


Melt four tablespodnfuis., of butter.!- tion Is to win In a walk.” 


> 1 HEN nothing seems available for ! 


These are ‘a_kind that, 


casking his advice. ~ 


one-half teaspoonful of salt. then add ! opposition; 


i 
H 
ange peel chopped fine, with the Juice | spiritually uplifted before a marbte 
Chop’ the | statue without any elothes on than— 


grated rind of one. four cupfuls of] and.a third more when the farmer 


young in spirit. 


“A politician rune for office’? says 
enfranchised Fannie, “but his ambi. ° 
(Copyright, )—WNU Service, 


SAYS. THE Owl 


‘There is no physical egenains in be. 


; “Those. who are “wicked have cease- 


School. of hard 1 knocks puts sym- 
pathy {nto some men; others it makes 
savage, 

 If-yow. fear to hastily cultiyate dn- 
timacy with: @ reserved man, begin by - 


Some do not seek to overcome your 
They go away and make 
a huge success somewhere alee. : 


Art fs a but mee you teel any more 


before one that fs draped? 


Half. the pleasure of the clécus was 
lost when the parade wns abandoned 


ceased to come to: town with a wagon 
load of parasols behind him, 


_ Show the town you're alive and 
Advertise. 


SUAVE . 


oR NON AERTS NA a TENANT DTS NTO 


. 


FLOORWALKERS- 


IN-PRINT 


4 


Courteous . . . inviting you to “Step 


this way, please,” the advertisements in this paper 


The period influence {s pronounced 
in this empire "Gown of ruby velvet 
and ermine. The'‘straight gathered 
skirt is interesting. 


WE ASK EINSTEIN 


“fs~ your claim that space eats up 
matter exemplified on a lost golf ball? 
‘Providing that light rays. do bend, 
why can't you see traffic ‘Manis around 
the corner? 

If space is so‘limited, how do two 
young folks manage to squeeze Into 
a rumble seat? 

Why is It that man who can make & 
hole-In-one on the links ean’t hit the 
furnace door with a shovel of cori? 

What should be done with the parts 
left over when the average man takes 
his car down and tries to pleee St to- 


gether again? ‘ , 


Why do refracted Nght rays from 
the juxtaposition of two $4.99 hats fn 
a store window entech woman's eye 
so much quicker than they. do maan's? | 
‘Pathfinder Magazing,: 


= “we: 


o 


ty 


are floorwalkers-in-print. 


where you have to dig for them! 


saves- money. 


to merchandise that serves. your needs, and saves 


your money. 
Do you read these advertisements? “  *%  g 


Make it a regular habit. Do not-skip an ad- fs 
“vertisement, lest some priceless opportunity be lost.- 
Read even the smallest advertisements and the 


smallest print. Gems of rare worth are often buried 


an infallible guide to value. 


: Read the advertisements in your newspaper, He 
with pencil and paper at hand, to list those things _ |. 
you wish to look up when you start to the stores. It 


is trite but true, that this method saves time and 


READ- THE ADVERTISEMENTS. READ 
THEM AND °HEED THEM. 


ey show you 


Size alone is not 


fa 
a 


e way 


ao 


eke 


Lame 
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At 9:00 a. Ma.) E. S. 'T. 


| Ends Saturday, Oct. 2ath | 


ec eatorreupere oe 
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First "PRESENT AT OUR when 


25 


OCT. i5, AT 9:00 A.M., Doors 


* - ABSOLUTELY FREE Ae at 
WORTHWHILE ‘GIFT. 9a a.m. 


- HERE IS A BUY! 
WOMEN’S THREAD ‘SILK HOSE . 
Here is a-value—Women’s Thread Silk Hose in 


inforced. heel, toe and sole at only__._. 


NO JUNK OR BAIT. 
AT THIS SALE | 


Just honest to goodness values in new and want- 
ed merchandise. 
That’s why ALL SALES ARE CASH and also 


why there willbe NO REFUNDS. 


MEN’S SPORT JACKETS ~ good $2 49 
i. 


| warm buttoned style jie omar SIE 


MEN’S SPORT JACKETS — regular 98 
heavy weight $1.50 value_______-____ Cc 


BOY’S CORDUROY LUMBER JACKS 
warm and serviceable. Buddy Caps 


to match at 25c. 


LADIES’ VESTS 
Ladies’ Silk Striped VESTS — 2 
Sizes 36' to 44___.__-_._- ee 9c 
Ladies’ Silk Striped UNIONSUITS 
Special value. ______._-___-~_-----.__- 49c 
Girl’s Rayon Striped UNIONSUITS 
$1. 00: value: 2222-242 59c 


Ladies’ Cotton SLIPS 


LADIES’ BLOOMERS 


Ladies’ Cotton Jersey BLOOMERS, 20 c 


all sizes—all colors, at__..-_-~_~--_ 


Ladies’ Rayon BLOOMERS — extra 5c : 


quality 49c value________-__--_--.__ 


Ladies’ Silk Striped BLOOMERS— 39c 


Sizes 36 to 44__ 


RB: )OW AS oe ek oh Bas 


MAKE YOUR OWN 
~ COMFORTERS 


Fast Color CHALLIES—beautiful new 4 5 Cc 


patterns, per yard - 


Fine Quality 3° Pound BATTS— 
Specially priced at 79c 


Pride Comfort BATTS—heavy weight 


snow white 


E, S. T:, WILL RECEIVE Open. 


Michigan. New-Right Styled Goods at Prices Saving 


all sizes, all the popular. shades, re- 49 cl 


ihestiogs. Special at 


Ghildren’s BLOOMERS— All Sizes, 10¢ 


“The THE FIRST. 25 MEN Line | 


' STORE THURSDAY The | 


In the Form of the Most Stupendous. eae of Real 


HERE IT SS._ _Expecting an increased business this fall which unfortunately for us did 


due to the scarcity of sendy. cash in the region’ we are forced to produce Pl 7 2S. to such ¢ an 


HERE THEY ARE! Le 


Bog Winter | SPECIAL — 


: 200 
| House | 


Values’ to § 


, IF; ast Color Prints’ | 


Underwear , | . VALUES Yard wide Manchester Per- . | ast Calors 
Boy’s Winter weight Unionsuits. |§ ———$—__$——___ ___ ori eee ero betear ae 
Just when you fieéd them. - be YARD WIDE OUTINGS — lutely Fast Colors. A °25c | 
49c ee value Unloading at. a i 
past pete per yard___13c 1 8 d. : 
Boys’ Wash Suits ~ cy ———y 
_ 98c values oo) ae 
; YARD ‘WIDE OUTINGS en ke Tr ¢ 
Ala - es = ancy ligh ‘LADIES’ apy . 2, Lain 


aunt 
- We have purchased for this ayon z | 


Sale .an. assortment of Ladies’ All Colors 
Silk Dresses: which are regu- - ree . 
larly sold up to. $7.95. Beauti-' Service weight 
ful styles and patterns and all’ Jo ; 


Curtain Goods -| YARD WIDE SATEENS 
New patterns in white and ecru | In all colors-—black, pink, | 
Curtain materials. _Regular 39c _} blue. white, 25¢ val., yd. __18c 
quality— a 


29 . a’ brand-new. As an extra spe- — 0) 
Cc y | SNOW WHITE OUTING a a ceement he abs pricing. 
; these dresses at the absurd low 
Bleached Sheeting Regular 15c value, per yd._10c price of 


' Come in and see them! — 
EXTRA SPECIAL — 


PILLOW: TUBING 
1 Ic yd. Extra fine 42 inch Pillow 
Tubing, 3Sc quality, yd.___29c 


ADE 


‘Hoe Di 


Shirt Savings! 


Men’s. Outing Flannel . Shirts. _’ CRASH TOWELLING 1 $ 
Collar-attached shirts in warm, | Famous Steven’s Linen Men S Work Shirts ee 
Hard wearing, easy washing: “ New Patterns an 


heavy weight outing. Easy to- Crash, per yard_____-___16c 
launder. Regular $1.25 value 


- 89c. 


| _ BATH TOWELS 
Men’s. All Wool Flannel Shirts, : : 
values to $2.50 cut to Large size Turkish Bath , 


$1.49 Towels—Unloading at___19¢ 


~ SWEATERS | 


‘Men’s, Women’s and Children’s Sweaters—_ 


Work Shirts, i in all sizes and 
colors. Regular 98c value— 


49c 


Boy’s Work Shirts too—49c 


' Guaranteed Fast 


SUIT CASES. 
One Lot of large size, heavy 
duty ‘Suit Cases, black or 
brown in color, values to | 


$2,75—Unloading at $1.79. 


Your dollars yi stre 


|_at this sale of sales 
~ and magnitude --- point of 
ness of prices, Has nevé 
Northern Michigan. 


We guarantee this state! 


_ Signed, 


all and part ‘wool in Slip-on or button styles 


with and without collar. _Entire stock reduced 
from 25%. to 50% for this tremendous selling 
event. We “can’t list prices, there are too 


SSS a 


fo 


MEN’S GLOVES 
Men’ s heavy weight Canvas | 
Gloves 10c pr., or 3 pair 25c. 
Men’ 8 Jersey Gloves 10c Pr. 


“many for _the space we have, but they will 


astound you, that we know. Come in and see. 


Women’s. House Dresses 
Late styles, new designs, 
sizes from 34 to 52—89c. 


Women’s House. Dresses, 
sizes 36 to 52, val. to $2. 50, 
—$l. 69. 


Children’s School Diseses . 
priced from 49c to 98c. 


Some. with: ‘convertable collar, some pl 
Pp ain—; re ae 
Regular $2.50 value —while they las . a on fan mix. 


Men’ g Fleece-Lined Sweater Coats _ 5] 00 : 


t 


BRABANT 


EAST JORDAN, 


You a To 50 percent. 


‘not materialize, 


‘All Sizes 


h like cubber: 


that in scope_ 
quality and low- 
been equalled i in 


ment to be correct. 


. BRABANT — 


TO. EVERYONE. WHO 
_ ATTENDS THE HUGE 


Saving Bargains Ever Offered i in Northern 
- What Is The Reason? 


we bought heavily ‘of the many good values offered us.: 
extent that goods are bound to move. You can’t afford not. to buy at these Prices. | 


HERE THEY. ARE! | 


NOW |! 


. Here You Are, Men! 


| Men’ s Overalls 
 79c ‘pair 


Heaviest weight blue denim 
bib: Overalls, ‘specially re- 
inforced ‘triple stitching, in 

_ fact an Overall you'd gladly 
pay $1. 25 for—all sizes. 


ae FASHIONED _ 


Hose 


: Ladies’ Full Fashioned Silk 


_ Hose, all sizes, in the popular. 


.shades— 


98e 
_ Ladies’ Silk and Wool Hose. 
_ A special bargain at 


- BLANKET - 
BUYS- 


HERE ARE. WARM 
BARGAINS! © 


70x80 SINGLE BLANKETS 


Extra heavy weight. Price 
per pair $1 


100 SINGLE BLANKETS 


Large size, new patterns, 


unusual value at _ 


Part Wool Plaid BLANKETS 


Extra large, extra warm: 


double Blankets—Unload- 


Children’s Hose, 10c to 25c. 


Feira Special 


Men’ s extra heavy weight Can- 
vas Gloves. Specially priced 
‘ at 


| quality blankets 


64x76 DOUBLE BLANKETS 
Here are regular $2.25 


going 
while they last at 


ALL WOOL BLANKETS 


Men’ s Double Gloves—double 


- weight, double thick; double 


; wear. 


—19¢ pair 


For this 


1 at only—-49e. 


RAG RUGS! 


sale only we are 
offering t ese beautiful reg- 
‘ular 98c rugs—24x48 size, 


I coun DRESSES. 


These are beautiful new . 
Dresses, ranging in-size 8 to. 
14, F cnmety sold to * 95. 


Here are indeed values. you 
will never forget. 


Come in 
and compare. You'll save up 
to 50% on your Fall blanket 
needs. 


Mien’ 


GIRLS’ SCHOOL DRESSES © 


autiful fast payee Te in a 


les. Values to 


_STOr 


MICHIGAN - 


variety of © 


patterns and 


| Saattary Napkins 
Extra fine quality in soft sanitary. : 
pad. 12 to the pkg. 


A. special 


value at. 


in Oilcloths 


Table Oilcloths in fancy patterns 


| that are new and beautiful. 


22c yd. 


Other qualities and patterns 
priced from 35c¢ to 75c¢ yard. 


‘Mothers! Look Here!! 


Boys’ Overalls 
59c 


220 weight blue denim Overalls, 


“At 9:00 a. m,, E. 8.’T. 


Ends Saturday, Oct. 2Ath 


vs FREE! &. 


The Line — 


_ THE FIRST 25 WOMEN. : 

_ First PRESENT -AT. OUR when | : 
25 “STORE THURSDAY The Wd 
‘OCT. 15, AT 9:00 A. M,, Doors : 
E. S. T.,aVILL RECEIVE Open | § 
ABSOLUTELY FREE A. at’. J 
USEFUL PRESENT.  9a.m: | 


Look! “Look! | ~ Look! 
100° BLANKETS. 100 - 


-Here—is- a_ bargain. just when—you- need it- 


100 of these heavy - weight, ‘large’ size 


single Blankets—beautiful new pat- 
terns—While ‘They Last _. 59c 


“STORE —— 


WEDNESDAY 


It will be necessary to Close the Doors, Wednes- 
day, Oct. 14th in order to. arrange arid sale tag - 
every article in this stock for a tremendous busi- 
ness.. Therefore STORE -WILL BE CLOSED 
WEDNESDAY, st 14TH—OPEN THURS- 
“DAY AT 9: 00 "A.M . SHARP. 


CHINCHILLA COATS 
for Children. Extra value in-these-warm, hard 


ni for children. Sizes * $5, 95 | 


i Sizes 3 to 8 


LADIES’ 
$1.00 value ____ 


LADIES’ OUTING PA J A M AS, 
Values to $2. 00 


5 $1, 29 


well made to-stand.the wear and 


tear that any healthy boy will - 


give them. 


Shoes and Rubbers 


FOR THE WHOLE FAMILY 


, Ladies’ and Children’s Shoes at record J. 

breaking prices. | 
slashed. prices. 
your whole family at what it would ordinarily : 
cost for half of them. 


First Quality Rubbers ‘and Arctics—all re- 
duced. Come in and Save! 


Entire stock on sale ‘at 
Buy your winter’s needs for. 


CS 


‘SOCK. SPECIALS 


| Men’ s fancy Rayon Dress 


Sox, 15¢ pr. Men’s part wool 
Sox, 2 pr. 25c. Men’ s wool 
Boot Sox, 35c val., 23c pr. 
Men’s wool Boot Sox, 44c pr. 
tag s Beayy wool oom: ac. 


MISSES’ NIGHT GOWNS. Regular 2 
$1. 25 values . 73c. = 


‘MEN’S AND BOY’S DRESS SHIRTS 
Men’s collar-attached Dress Shirts in” plain 
colors and’ fancy patterned rece 


values to $1. 50 


Boy $ Dress’ Shirts, 
in fast color—collar-attached 
‘Unloading at 


| UNDERWEAR BUYS 
SPECIAL—Women’ s House Slippers, 98 pr. a i ee hy a ee ae : . 
Men’s Heavy UNIONSUITS, well made re-- 


inforced seams, bar acne at points 
‘of strain. won ns-n a Bite auger Mee Gd, 


98c 


“Men's: ‘Heavy Weight. Unionsuite— — $1. 23 ‘ 


| extra heey. $1.75 quality. 


Men’s “Fleece-lined : Unionsuite, extra beaeys 


-weight with extra thick fleece lining. tT 
$1.75 value . ~ 29 


- Americans’ Interest in 


+ 


‘ earliest record of our Saxon ancestors: 


- historian, does not especially -concern 


"" phere.is\ great charm in the little 


Sleep 


town of | Sulgrave , of not:.more. than 
400 inhabitants so “far from the ways 
of ‘raflroads.and modern traffic. It ts 
of old houses of the Tudor: times, al- 
though. there.are of course.a few mod-” 
ern dwellings.  Sulgravé was men- 
-tloned tn the Domesday book, : that 


which: William the Conqueror: had 
complied .to show bow rich was the 
land of his conquest. But. the town, 
* although greatly. Interesting. to. -the> 


~ te Und it was purchased by. Lawrence 


S mayor of. Northampton. 


gten —when—-he—was—t 


‘Real: Pac Served’ 


igrave- Remeaearesel > rice Hobby. 


“If more people."liad real hobbies 


E there woutd be fewer.cases of nervous. 


breakdown, according-to Dr. H. F. Kt 


lander, writing fn Hygela,. the. Health 
: Magazine, | Hobbies keep children out 
“of mischief and they ‘elleve the mo- 


‘notony. of ‘routine life for adulte. It 
Is “well to be able to tose oneself for 
ap hour, an. evening, or even for a 
day in something that is not related 


to the dally tasks, this author believes, 


A desirable hobby should furnish en- 


Joyment, pleasure and gratification; {t: 


should require. a. minimum ‘of. equip- 
ment’ and expense, in Doctor’ Kilan- 
der’s opinion. Many hobbies” may. be 


It -has been- 


conclusively proved by ° recent investi- 


. to say: 


.. Skins, 


~ mark, 


gation that this Lawrence \Wasshyng- 
ton was the direct ancestor of George 
Washington and that Sulgrave manor 
by right ,of descent belonged to ‘him: 
AS a gift to cement: the hutidred years’ 
peace . between’ the two great English- 
~ Speaking nations {t-was purchased by 
the British peace centenary committee 


fn 1914, along. with ten acres of lund 


and handed. over to the: Sulgrdve in- 
stitution to. be an active cefter of 
work for the furtherance of Anglo- 
AMERen miendeling pons Herald. 


B 


Eskimo. Women Put Up. 
‘as Poker Game Stake 

Eskimos. of the Canadian Aretie 
aloag the Thelon river while away the 
long winter days gambling and It is 
a more or less. common-event for a 
man t@gamble his wife or daughters, 
apart from foxes, rifles and equipment. 

Corp. H. G. Nichols, reporting to 
Royal Canadian Mounted Police head- 
quarters at Ottawa, Canada, has: this 
“A native Soodyyailuk, an 
ex-Utkuhik-Halingmiu, had lost by 
eard playing to another native, Ish-. 
nootwata: of the Krainemuilt, his tent, 
rifle, ammunition. one. dog, deer: 
snow _knife—all_ his worldly 
possessions. Upon making Inquiries: 
Ishnootmata ‘produced a pack of cards 
‘and -I discovered that the game played 
was draw poker. I had these articles. 
returned to the former owner’ and in- 
formed ‘all natives that gambling was 
wrong and must therefore cease, 

“It_was at this inquiry that 1 heard 
of the more serious gambling inland. 
I‘am unaware whether polygamy or 
polyandry exists among any other of. 
the tribes. The exchanging. of wives 
ig @ more or less.common occurrence. 
The women apparently have no voice 
in the matter whatever, but merely 
obey the husband.” 


Bornholm 

For fantastic rock formations on a 
wild coast, for the most beautiful cas: 
tle ruins. of Denmark, it ig needful to 
ourney by water to the rocky islé oF 
Bornholm, south of Sweden, but be. 
longing to Denmark. For centuries 
the island belonged to the archbish 
oprie of Lund, and’ was the cause of 
maby a battle with Danish kings, but 
since 1658 it has. been: part -of Den 
Whether you go to the little 
fishing villages along the coast, or vis- 
it its larger towns, such as Ronne, Ro 
or Nexo, this last being the birthplace 
of the novelist Nexo, you will find it a 
delightful place for a holiday. It has 
fine ethnological and archeological re: 
mains, beautiful forests and heather. 


= WL 


-disthictly: educattonal.—¥ 


An her trousseau. 


- and: evening, 


sic: and. astronomy are exdmples of 
that type. “Physical as well as mental 


health may .be. improved by’ a hobby; 


sports are of distinct value, 
Many hobbies are started accidental- 
ly without forethought, It is well, 
however, 
that parents and: educators. should plan 


Andirectly to guide children in. certain 


desirable Interests in.order that: their 
leisure time may be wisely spent. | 


“Recreation has become a ‘necessity, ° 


writea Doctor Kilander, -The trends 
of the times indicate that the schools 
must include more training in the use 


} of leisure time not only for. the years 


that the student {s'in school but also 


for th, time when he fs an adult. 


Old Hand-Woven Linen 
of Marvelous Fineness 

Twelve dozen of everything—that was 
the quantity which the proper conti- 
nental bride. of.a century ago received 
It sounds lavish, but 
it wag actually common. sense, because 
our great-grandparents’ had a graud 
laundering . only onee every three 
months {. 

A relic of those brave days appears 
on spectal- occasions now, in a smart 
New York home, The tinen damusk 
cloth was' woven by hand-in the days 
when George Washington was more 
than a memory, and hand woven so 
finely that linen experts of today mar- 
vel -at it. Narrow looms compelled 
the weavers to make their cloth in 
two strips, ‘which are sewn together 
down the middle of the table. 

An Interesting feature of this set- 
ting is that the. ancient damask cre 
ates a background of harmony for 


-the latest silver, whose design identt- 


cally matches the china, 


- Coffee in 1634 
As to the precise-date when coffee 
was introduced into England, authori- 
ties differ, and very little of real value 
on the subject can be found, wrote Ed- 
ward R. Emerson in “Beverages, Pas! 
and Present.” Sir Henry Blount vis 


d key in 1634 and in one of his 


‘etters~says: “The Turks 
drink called ‘cauphe,’ made of a berry 


as big.as.a small bean, dried tn’ a’ 


furnace and’ beat toa powder of a 


sooty colour, in taste a little bitterirh, 


that they seethe and drink, hot as may 
be indured. It is godd at all hours of 
the day, but especially at morning 
when to that purpose 
they entertain themselves two or three 
hours. in ‘cauphe-houses,’ which, in 
Turkey, abound more than inns and 
alehouses with us.” 


clad moors which stretch for miles. Gorn’s Manz Products 


suggests) Doctor Kilander, , 


” PETER RABBIT THINKS | 
'. THINGS OVER. ~ 
FPTER RABBIT sat looking ‘over 


‘his shoulder mournfully. -He-was 
-at-that funay.little tail of: his, - 


fr Bedfimess 
Burgess 


“wouldn't mind: 80 much; 


* Coyote.” He- knows T can’t stay here 


THE CHARLEVOIX COUNTY HERALD, (EAST JORDAN, MICH,) FRIDAY, OCTOBER 8, 1931. 


“Now,: If it were. “Reday . 
But Old Man" 
Coyote isso: very: “gmart.-and clever... 
that Tl have to use-ull my. wits to 
keep out of his way, 1 could fool Red- 


dy, but I’m not so ‘sure‘about Old. Man 


| bulletin of thé. National Geographic | 
It is half. in Jest and half |, 


Fox, 1 2] 


Mankind Really | Knows 
About the Seas 
a outward pli 
oddity: added - to.the long ligt of unex: 
plained mysterles of the sea, anys @ 


Soclety.. 
in awe that old--tara refer to. te. 
bounding main us “that-old-devil seu.’ 
-In-olden ‘days-the sea was believed to 
be ‘peopled with. strange 
“which devoured. beth ships’ and men. 


and coniforts of modern travel, a slip 
“voyage is not:-without.. {ts hazards. 
Mother Ocean - constantly plays. new: 
‘und: unexpected tricks. because man’s, 


‘turies of study: and. exTierienre: 1g ex. 


“monsters! 


“ven today, ‘with: all-the safeguards |~ 


~ knowledge of :the-sea, for. all “his cen-|~ 


which, ; f 
pulled a tuft-of hair out of the mid- 
dle of. it,. looked funnier “than. ever. 
You know. that tail always has‘worried 


since Old Man Coyote nad 


Peter. If Peter ever’ is envious it ts 


when he sees Some One With-a beautiful | 
,. tail, ‘It was bad enough to:have noth- 


ing but.a little white bunch: for a. tail, 
and now-to have that-torn and-ragged 
—oh dear!.- Peter felt so badly that 


he almost forgot’ to be thankful: that, 


it was. only his tall and not-he himself 
that Old. Man Coyote: had got: hold’ of. 

But Peter ian't the kind to worry 
-for very long over things that cannot 
be helped. “The -hair: will grow out 


: i 
The Little Stars Looked Down on Him 
__and. Winked and Twinkled.. ~ 


again and then my tall such as it Is, 
will be as good as ever. Besides, when 
I am sitting on it no one can see it,” 
thought he. 

So. he stopped” worrying about. his 
tail and began to think over the warn-. 
ing Old Man Coyote had given him. ~ 
~ “He says I’ve got to get him a fat 
goose to make up for the one I cheat- 
ed him out of by waking Honker and 
his followers over there In the pond 
of Paddy the Beaver or else I never 
will get back to the dear Old Brier 
Patch,” thought. Peter. “He knows 
very well that I couldn't get him ® fat 
goose if I would and that I wouldn't 
it I eould. 

- me that he is bound to get even with 
“me and that he’s Made up his mind to 
eatch me, = Erba nly nee hiding some- 
where-ateng ear Old 
Brier Pateh this very mintite, 


. tened. 


| hiding over there. 
It’s just his. way ‘of telling. 


forever. . There isn’t enough ‘to.eat in 
this.old bramble-tangle. And.he knows,. 
too, that I will want. to. get. back ‘to 
Mrsg,. Peter: She'll: be worried- most’ 
to death. Peter, you've certainly .got 
yourself into a peck of: trouble this 
night. It won't be safe: for you ‘to 


_ poke: your nose outside of ‘this bram:.| 
‘ble-tangle.. tonight, 


e- tliat’s sure, But- | 
you're glad you saved those geesée-even 


Af! it did get you into a, heap: of trou-. 


ble, Now you've got to think of some. 


way to, “get out of it © ° ¢ 


So Peter. made himself as  gointort: 
able as. possible and settled down. to 
do.some hard thinking. The little stars 
looked.down to him-and winked ‘and 


r twinkled.. which .was their way of. try-. 


ing to tell him to keep his courage up. 


And so the night puassed.. The little. 


stars winked themselves out and. dis- 
appeared. The Black Shadows 


Jolly Little Sunbeam came stealing 
along.and crept into the old bramble-_ 
tangle and. kissed © Peter on the. OBE. - 
Day had come aid still he had thought 


| of no plan to get.safely back to the 


dear Old Brier Patch. It was- time 
he was there now and little Mrs, Peter 
would begin to Worry. 

“Perhaps,” . thought Peter, “Old 
Man Coyote was just trying-to scare 
me. Usually he spends the day in his 


house up in the Old Pasture, But you 
never. cnn. tell-what he'll do.: I wish. 
ft had wings and could fly. I wish-—- 


helio!. What’s Sammy .Jay making 
such # fuss about?” 


Peter: pricked up-his ears and ‘lis- 
Finally there came to him the 
harsh voice of Sammy Jay. “Thief! 
Thief! Thief !” screamed Sammy, and 
his voice came from over:near the 
edge of the Green Forest. Peter 
sighed. - 

“I guess there Is nothing to do but 
to stay right there,” * he muttered. 
“Sammy has found Old Man Coyote 
L know it just as 
well. as if ] were there and could see 
him with my own eyes, Sammy al- 
ways screams that way when he sees 
Old Man Coyote. .I guess he did mean 
r 2 p 9 * 


(© by J, G. Lioyd.)—WNU Service. . 


Nurry NATURAL 
. History: 


+ BY HUGH HUTTON + 


THE SCAN DINAVIAN PoCerees 


These little animals are found {a 
great swarms off the coast of Den- 


During the summer the gardens are 
ablaze with color.—Exchange. 


‘Rome’s Downfall 

The Roman empire originated after 
the battle of Actium, B. G. 31, and the 
decline began with the death of Mar. 
cus Aurelius, 180 A. D. Contributing 
causes through the centuries were the 
aggressive influx of large numbers of 
German peoples; hostile advance of 
the Persians; interna! di$sension; re. 
volt of the provinces; ingrafting under 
Heliogabalus of oriental’ rites «and 
practices, repugnant to the Roman 
people; a pestilence which lasted 15 
years and carried off one-half of the 
inhabitants of the empire; the inva- 
sion of the Goths and Huns, and the 


__. final aggression of vandals from Af. 


rica, The end of the Roman empire 
of the West was practically complete 
by A. D, 476. 


Erosion Worse Than Drought 
‘In a year -of drought it {s hard to 
-remember that in normal 
‘there are usually many million-dollar 
rains, that is,, torrential downpours 
which carfy tons of top soll off the 
farms into the streams and rivers,” In 
some especially rainy years the an- 
nual. loss “is. reckoned In millions of 
tons. of good. farming land which 
eventually is carried out to sea. This 
unhampered erosion is largely due to 
the denuding of forests at the head. 
waters of streams, and, too, the farm- 
erg generally have done little to pre- 
-yent heavy washotts In thelr own 
fleids,. The money loss is said to 
reach $200,000,000 a year.—Exchange 


Picturesque Governor 

When George Mitchell Troup ap- 
, peared before the Georgia legislature 
‘in 1828, to take the oath of governor, 
though {t was a raw, cold day in No- 
vember, he wote a round jacket of 
cotton cloth, a biack cassimere vest, 
“yellow nankeen trousers, silk hose, 
dancing pumps and a large white hat, 
writes Jane Roberta 
“Atlanta Journal. 
held in his, hand and gestured with 
while he made his speech to the legis- 
.lators, ‘Truly, this erect, virtle, red- 
headed, blue-eyed man with’ his side. 
_burns and his pecullar attire must 
have made an. unforgettable” pleture | 
aiens ‘ 


ne 


seasons | 


Smith in the]. 
‘This white hat he |- 


Not much more than half of the 
great corn crop of the country finds 
its way to the dining table. The re- 
mainder goes to the refineries to be 
made up into a large variety of mate 
tials. These include the “sparklers” 
which do Fourth of: July duty, explo- 
sives, face Cream, soap, artificial rub- 
ber and silk, varnish tfhning extracts, 
radio ‘batteries, textiles, paper. car- 
pet, mucilage,. salad dressing, sirup, 
cooking oll, vinegar and milk acids. 
Some considerable success has attend- 


' ed the manufacture of paper from 


the stalks, and It 1s probable that at 
no distant day a profitable use will 
be found for the piles of corn stalks 
which accumulate each year on the 
farms of. this country. 


Famous Dinosaur Skeleton 

The dinosaur on exhibition at Pea- 
body museum of Yale university is near- 
ly 70 feet. jong, 16 feet high, and the 
skeleton welghs six and a half tons. 
Its estimated weight when alive was 
between 37 and 40 tons. The speci- 
men was. discovered by William Reed 
in Wyoming in 1881, and the bones | 
were brought to: Yale under the direc- 
tlon of Prof. Othnilel OC. March, .whose 


Tesearch resulted in this type’s being. 


known as Brontosaurus excelus, At 
Yale’s bicentennial tn 1901 a portion of 
the skeleton was mounted and exhibit- 
ed. Lack of space prevented the crec- 


‘tton. of the rest, which remained in 


storage. A few years ago the mount- 
ing was begun anew, the hall of Pea- 
body belng especially constructed to 
house this one animal, 


Cake for Indigestion 2 
‘Claudius Galenus, commonly - known 
as..Galen, was born at Pergamum, 
Greece, in-180 A. D., and ts supposed 
to have died in Siclly, He was. ua 
celebrated philosopher, pharmacist and 


physician, and was for many centuries | 


the supreme authority in medicine and 
pharmacy, wrote Charles H. LaWall 
in’ “Four Thotisand Years of Phar- 
macy.” 

A bride's cake used at weddings dar- 
ing Galen’e time and described by 
Cato was called “‘mustacea.” It con- 


tained aromatics and catminative and 
was served at: weddings to reduce the | 


chances of indigestion chused by the 
. usual over-Indulgence on: such acca- 
sons .— veer ica 


Simbader mine 


mark_chasing the scheals_of 


Your Home and You 


A Ry 


By Betsy Callister 


WHEN FOOD BURNS 


re-. 
treated deeper and deeper into the | 
Gréen, Forest. until at last .the. first 


‘tremely meuger.: 

_ fixplorers and geographers etig have 
“been sighing. for. iew. lands ‘to congier’ 
= iay find their best field. paradoxically, 
“inthe ‘sea 
Nearly - three-quarters of the “surface 
of the globe consists of: water, it: is 
rather remarkable how: little we know 


of the ‘vast surface of the solid sphere |. 


“which Hes under’ this ‘screen of liquid. 


The most Ampressive thing about the | & 


sea is .its. shallowness. as. 
. swith’ the size. of. “the: “earth, 
depth: as compared with the: het 
the land. If one were.to take a globe 


deepest. trench of the ocean thereon, 
it would be @ bare pinscratch deep—. 
about one-twentieth of an inch.’ 


Royal ‘Soup Calls for . 
Variety of Ingredients 

The recipe for the fynrous “oli 

| soup made. for the Austrian. ‘cour 
“since the time of-the Empress Maria 
Theresa's father” hus been printed tn 
Budapest.. It ts sia to have originate 
ed In Spain, and the secret was ré. 
vealed by a pensioned court chef. ‘The 
stock consisted of veal or ham, mut- 
ton, venison and other game. roasted 
in butter. and then boiled, Calves’ 
feet and ox, feet, turned into -Jelly, 
were added, together. with white cab- 
haves stewed with smoked and :fresh 
pork, maize seed, chestnuts, lentils, 


suman. 

The combination was aid on ice for 
four hours, so. as to remove every 
‘trace of grease. Next a bouillon was 
prepared of beef and veal bores, mush. 
rooms and other’ vegetables, ‘making a 
fiquid to he cleared by the addition of 
hashed heef, ox liver and white of 
The boiling . bouillon.” was 
strengthened by cooked fowls, ducks. 


ape, 
S 


“wild duck, It, took two. days and two 
nights to complete the process, 

‘The: last “thing done was to drain 
the concoction thtough muslin: hags. 
When porcelain jugs were filled, the 
guests were served. In small: china 
‘eups.—New York Times, 


‘Almost Colorless Ink 
There fs no colorless {nk. There is, 
however, a certain form of camouflage 
in which figuies and letters are paint- 


_ This is, done by coloring the paints 
with pigments, or mixtures of pig 
ments, which meteh one another. in 
color but which are of different chem. 
ieal composition, They match one an- 
other because the impression made on 
the retina of the eye is the combined 
effect of all of the light rays that are 


They. call to each other vigorously, 
and in the spring often sing quite 
sweetly, however, with a foreign: ac- 
cent, They dislike kangaroos intense 


ly, and will not. go near ‘a box ol 
Copenhagen while they are around. 

That topknot on this animal's filbert 
head is a ball from one of the cloves 
that answer for his feet. 
made out-of single peanut half-shells 
stuck to his almond body with chew- 
ing gum, aren't much -good, so a bent 
pin in his back will help to keep him 
up. The tnnocent-look on his face 
Just after eating a piense ig put on 
with @ pen, 


@ Metropolitan Newspaper service 
(WNU Service.) 


Keeping Business Accounts 

Business reeurds of some form or 
other were probably employed in the 
earliest times In the history of trade 
and. credit.. Practically nothing .1s 
known, however, of the earllest forma 
of bookkeeping. From the works of 
Leonardo of Pisa it appears certain 


jthat the merchants of Italy, France. 


‘and Spain practiced systematic book- 
keeping for some time prior to the 
Thirteenth -céntuty. We owe the pres- 
ent system of bookkeeping, however, to 
the Italian traders of the Fourteenth 
and Fifteenth centuries, purticularly 
the merchants of Genoa, Florence and 
Venice... :In 1404 Luca Pactoll, or Luca 
it. Burgo, a Tuscan friar, published x 
‘work which contains @ treatise on dou 
ble-entry bookkeeping. From italy the 
system spread to the Netherlands, 
thence to England and from there to 
all parts of the world, — : 


your visitors, of the visits that you 


-The wings,’ 


r let It cool. 


Ti Treaty good cook setdom—at= 
iows. food to burn, heeause careful 
attention to actual cooking is quite as 
important in good cooking as combin- 
{ng and mixing ingredients. But once 
In a while even good cooks have in- 
terruptiong or ‘distractions that call 
them from the kitchen at critical mo- 
ments. Very freguently prompt action 
will remedy matters even after scorch- 
ing of food has begun. —~ 
If vegetables burn dry, do not add 


water at once. Remove the dish quick-" 


ly from the fire and then carefully take 
out any of the vegetables or parts that 
show no marks of scorch. Lay these 
in a colander and rinse-quickly in run- 
ning water. If you add water directly 
to the pan In which they have heen 
scorched you will cause the scorched 
‘flrvor to be carried by the water to 
all the vegetables, 

Meat that has stuck should be treat- 
ed in the same way. Sometimes a 
very slight flavor of scorch can be en- 
tirely. concenled by judicious use of 
sensonings and flavors. Curry powder 
may be added to lamb or. other meat 
to cover-up the merest suspicion of 
scorch. But of course It is always a 
waste of materials to progress further 
in the preparation of any food that 
‘you know to have any more than the 
‘merest suspicion of scorched flavor. 

Usually any dish containing milk or 
flour that Is slightly scorched takes on 
a flavor that cannot be ellminated. It. 
ts folly to attempt to remedy matters 


“then. - 


As for. the dish in which food has 
been burner, it is better not to plunge 
It at once In cold water. Put it in the 
sink and fill first with warm or hot 
water. If cold. water 1s tised first it 
may cause it to crack badly. Let this 


stand for some time and then scrape 


out the “argest bits of the burned food, 
but do not scrape the surface of the 
ntensil, Now. add cold water and a 


teaspoonful or two of washing soda | 


and set It on the stove, allowing: it to 
come slowly to the boll. Remove and 
Now pour out’ the water 
and much of the burned food will. come: 
with the water. Usually very little ad- 
ditional scouring will- be neces. 


» (@, 1981, McClure Nowspaper Syndicate.) , 
(WNU Service. y - 


Not Run Deck Yet 
When your wife starts to talk does 


.Get the habit—tell the Editor of she know when to stop?” 


“I.don’t know yet; we've only been . 
make or other-iteme dss pigcealiese Laat nine. acs vs 


‘When it, is realized that* 


six feet in diameter and excavate the |, 


pearl barley and carrots roasted with. 


turkey, pigeons, pheasants, goose and) 


ed on a background of the same color. , 


transmitted to it from the painted sur. : 


RR thet 


ae 


ee Sie | 
book Histories | 


Leave Off vee 


: ins, ~ 
“and in bis itivstrated feature 
atticles which appear in this 
newspaper he relates for our ° 
i] -teaders.. chose little-kaown 
chapters in Ametican his- ee 
“tory which: afford fascifat- 9 
haere building 


also. writes. on basin fe 
--science, ot lirerature and tht 
fine arts and on many. other \; 
‘subjects. of current interest. 
Texchers find’ his.articles. 
‘valuable for supplementary. 
pets nee classes apdyou : 
wil them so interestin 
ve that oor. 
‘will want. to. tell: your 
Friends about them. 


Ni hts. Lowers ing Up 

. you feel are. and run-down from 
Nights, Backache, - 
Circles 


ney. ‘Acidity, I want you to. quit auf~ 
-. fering right-now. Come jn and get 
I think is the greatest: med- 
have’ ever, found. jit often 


GIDLEY & MAC, Driiseiats 


‘Subscribe for _ the “Charlevoix 


County Herald... _ 


DR. B. J.:BEUKER 
Physician and Surgeon 
Office ‘Hours: 

2:00 to '$:00 p. m. 


Office Phone—188-F2 » & 
Residence. Phone-—158-F3 


Office, Second Floor Hite Bailding 
Next to . Postoffice.. 


af 


DR. F. P. RAMSEY. 


Graduate of College: of Physicians. 
and Surgeons of the University 
-of  Hlinos. 


_Office—Over Bartlett's 
Phone—196-F2 


dees [oe 


_DR. E. J. BRENNER 
Physician and Surgeon | 


ting others through. What gets through 
to the eye is not the same jin both 
eases, hence the hackground and tha 
design.do not appear the same color. 


True Story 

An “excited foreign gentleman was 
awaiting the arrival. of his first morn 
in one of our hospitals. - 

He was so certain it was going to 
be ‘q boy that he had invited all his 
friends to an elaborate banquet that 
evening and had brondcast the joyous 
lews all over town, Thus, when the 
nurse came to tell him that the arrival 
was a girl, his rage knew no bounds. 
Hurriedly, he made several telephone 
calls, canceling the feast. 

Then, summoning the nurse, he an- 
nounced: “I’m going to get into my 
automobile and go home. You tel) the 
wife when she's ready to come home 
to take a street car.’—Cleveland Plain 
Dealer. 


Speed on Railroad Lines 

Under special conditions railroad 
speeds of 90 miles an hour and over 
were attained more than 28 years ago, 
. for short distances. .A train. on the 
Plant system {n 1901 made 120 miles’ 
an hour on a test run between Flem. 
‘ing and Jacksonville. Among regular 


today there are several that average 
over 60 miles per hour. The World 


and French trains now average 50 to 
60 miles au,hour over long runs, A 
regular train on the Great Western In- 
_ England makes 66.3 miles an hour, 


= 
; 


| Day of Hearty Eating 
During the administration of John 
Quincy Adams, 
were popular at the homes of. con- 
gressmen and cabinet members, | The 
‘parties began at elght o'clock. Prompt- 
‘ly at.ten_o’clock everybody went out 
on the back porch for. “light refresh 
ments.” At. one end of the’ table 
would bea roast ham; at the other.a 
saddle of venison, In between came 
the wild ducks, and ‘the pastries, - , And 
scattered about were cakes and ‘pud- 
dings. A large side table held ‘the 

punch and the madeira, Ag 


ot 


--face. A piece of colored glass partial- . 
ly analyzes the light by absorbing .10:00-12:00; 2:00-4:00; 7:00-8:00 
some of the light rays and let- and by appointment. 


| Office Hours:—8 to 12—1 to 5 


scheduled American passenger trains |]. ~ 


Almanac states that first-class German | 


‘evening. assemblies | 


[east JORDAN, + MICH. 


—Office Hours: 


Office Phone— 6 
‘Residence Phone—. 59 
Office—Over Peoples. Bank 


DR. G. W. BECHTOLD 
Dentist 


Office Equipped. With X-Ray 


Pr ge 


Evenings by Appointment 
Office, 2nd Floor Postoffice Bidg. 
Phone—87-F2. 


Cc. H. .PRAY 
Dentist 

Office Hours: + 

8:00 to 12:00—1:00 ta 5:00 
Evenings by Appointment. 

Phone-—223-F2 


DR. 


F FRANK PHILLIPS : 


Tonsorial Artist 
WHEN IN NEED oF. ANYTHING 
IN MY LINE, CALL IN ~ 
‘AND SEE ME. 


' 


R. G. WATSON 
FUNERAL 
DIRECTOR . 
244. Phones — 66 
MONUMENTS - 


a 
dahea 


Many Genetntlens of fe ee 
Hapsburg Jaw and Lip 4 

os Hapsburg jaw. with: us hang: | 
_ tog Hips has been traced, by’ FD 
Woods, back through eig ‘esi en: 
. @rationa’ to. a: foug- chinned,.. thick: “f 
 Mpped: patriarch of’ ‘Hapsburg éaatle, | 
who . married. a virlle woman with «: 
lower ip that touched hér' chip. Since | 
these ‘two hangttg ‘ps came together, 
~ the Hapsburge--in Austria as well as 
Spain—have . transmitted’ both. ‘the 
hanging. Up and protruding ‘jaw’ to. 
their descendants, partleularly to their 
Male progeny. 

When ‘Philip: the: ‘Handadme of: Aur. 
tria married Mad Johanna, daughter 
of Ferdinand and Isabella, it was his 
ips and -not her thin ones that domi- 
Hated the dyuasty: which. ended with: 


6 Ww. Bidebotham, P o5 
“C. R. Harper, Foreign’ Paator. - 
: tM Church for Folks, die: 


: ‘Baatern. ‘Standard Time. 
-121:00 «a. 
12: 15—Sunday School’ 

OT: 300 pom. m.—Evening Servie 


i rn eee” 


‘ ¢. 


a 
4 


oe 


First M. a Church 


Alfonse, _ Pastor nel 


Whoever: wlehes to learn the whole: 
story. of the Hapsburg jaw. and lip will | 
find ‘It-in books on Mendellsm. 

In certain. familes; Darwin wrote, 

,. £08 ancestors “have had great. power 
~ ip transmitting their likeness throug 

e male line; for. we cannot other- 
wise ‘understand: how the same fea-|" 
tures: should so often’ be. transmitted: 
after: marriage : with. various: females 
as has been the case with the Aus 
f Hing i pease : sy 


Btl 00 a. ihe Preaching Service: - 


ing : service, 
* 6:80. p. m,Epworth League. , : 
7 :30:-.p.-m. m.-—Preaching Service. 


‘Church of God 
"Pastor —Rev. Lester’ Morford’ 


Plymourh—My: and. Mrs. Arthur eyery nigh Di Mehdag: btrnatiagg 


Stevens: -recently’ celebrated “ their} 47:00 a; -m.—Preaching ‘Service. 
seventieth wedding anniversary. They}: 

“are 90° years old and: aré in. good 
health. Mr. Stevens’ ‘was: born in 
Canton Township. : Mrs. Stevens was 
born on the. same road: three miles 
east of.Ann Arbor.. ‘They met: when |, 
18 years old and: they. were married}- 
two years. later: Mr. Stevens served: 
three: years in the Union Army dur- 
ing the Civil War... After living on a 
farm: near here for 80 years the. cou- 
ple moved to Plymouth. 


7:20. p:.m.—Preaching: Service. 


day, at 7:30 p.m 


‘cad these services. Come!. 


Latter Day Saints Church 
Leonard Dudley, Pastor ‘4 


9: 00 a. .m.—Sunday School. 
10:10. a. m.—~Social Service. 
7:00. p..m.—Evening Service. 


After a man is dead people usually ‘ 
find out how good he was. 
* Do you want ty buy, rent; or sell? 
‘Do you want employment or give 
employment? 


Meeting.’ 
All are welcome te 
vervicas 


Try a Classified Adv. |. 


‘Pilgrim » Holiness Church 
AST. Harris, Pastor. 


' 2:00 p. m. — Sunday School. 
,8:00 p.:m,—Preaching: y 


tend. 


crowded — cities. Farmers may b 


‘thing to eat, 


MICHIGAN BELL 
FELEPHONE CO. 


Is Your Name There? 


y OUR teieads look for your name in the 
Telephone Directory. 


If you do not have a telephone and are not 
listed in the Direetery, they have difficulty . 
‘in reaching you. Perhaps you miss’ many 
invitations to social gatherings. You may 
be missing business opportunities, also. 
A“telephone in your home would cost. 
‘ only a few-cents a day. To: place an 
order, visit the Telephdiie Business Office. 


Repair Now! - Build Now! 


PRICES ARE LOW ; 


_ Always Get Our Prices. 
“EVERYTHING TO BUILD WITH” 


RO BARDEN & SON” 


- + Phone 146 


Boyne City, Mich. 


2 Rogers were Traverse City visitors, 
m.—Morning Worip. : 
4 


- Sunday School will ‘follow the mor- 


With every. ‘Boe - rahe, -one} "J. Strong who has spent the Cellar Sash. 
ce Bill H $ Ries = t tie : Floor | sumimer months. here, left last week 
Lamp.” Bill. Hawkins. “adv. : —l tor Totedto--Ohto-to-spend-4t vinter|§ MOULDING—Quarter Round, Coie: Bed,. ‘crown 4 
: Mr. and” Mrs. ‘Robert Hauike: of | With. his daughter. be ee ee : 00 Sto Ds Vindo: Op; attice: mee 
"Muskegon. aré ‘here’ visiting -hér. par- Mr. and M Th Pe : 3 eee 
lente, Mz. and Mrs. Bert Camney, ae gh sua dents ae chan RED CEDAR—Shingles, Siding, E Boat Lumber. ee 


Alfred. Rogers, ‘Friday, Oct. 16th. 


: Revival” service every. evening’ at 
qT: 30, with-special singing and music 


2:30 p. m.—Preaching Service at 
Mt. Bliss Schoolhouse, Sundays, ==" - 


“Mid-Week ‘Prayer: Meeting, Thurs- 


' Everyone. is cordially invited to at. 


7:00 p.-m.,.Wednesday —- Prayer 


attend thes: 


“Services are ‘held every Sunday. 
Everyone is cordially invited to -at- | 


~The greatest distress this winter 
will be \among the laborers in the 


| broke, but they at least have some- 


=r 
{ 
{ 
f 
{ 
i 
{ 


SEE us FOR YOUR » 


BUILDING - 


“Harold ,Whiteford. is home from “Rd. ‘St. Charies and Allee: Kempton: 
: Flint for. a visit. a es of Muskegoti Heights visited over the’ 
Mere.’ “Bert “Seott ‘afi 4: donguce week end at. the. home of Thomas St. 


Louise are visiting relatives} in Toledo Charles, ; 

: : : : . ‘Mr. - and “Mrs, Clyde aden. ind a 
daughter, and Mr..and. Mrs. ‘Eugene |" 
Miles are: visiting relatives in Lansing 


Thursday. . eas this week. 


Mr. and Mrs: Wim. Blaha er ees Mr. and: Mrs. B..M. Miller arid Mise 


Henriet 
of Muskegon ‘Heights visited relatives tere m bereren “pat Jordan ier 
here the past’ week. : 


the week end, . 


Mrs. Ira, s. Roote’ ‘aud Mrs. 8. E. 


=. COMPLETE LINE OF 
: “DOORS—Inside, Outside, Glass. 
|} WINDOWS— Casement, Botie, Barn ‘Bash and 


: “Willing Workers inns of the M. E. Kaley and: family were recent visitors 


in Muskegon Heights. 


"Phone No. Ae 


» | Sunday School will meet. with. Mrs. 


M.°E. Ladies Aid will’ be ente 
tained at the home: of’ Mrs. ‘Nina 
Bowen, Wednesday, Oct. 14th, at 2 
o’clock,-. This. is the annual. meeting 

and all members are urged ‘to attend. f 


Mr: and Mrs. L. M. Kinsey of Jack- 
son are. here for a visit with her par- 
ents, Mr. and Mrs. Martin Ruhling. ; 


Bor to Mr. and Mrs. Ed. Ager, a 
daughter, Monday, “Oct. bth. Mrs, 
Ager is at present at-the’home of her 
husband’s parents ‘in Charlevoix.-> 


Robert- McBride was taken to ‘the 
Lockwood Hospital, Petoskey, Wed- 
nesday, and Thursday. forenoon was 
operated. upon. for. stomach trouble. 


Mrs. C. G. Mills leaves this Satur- 
day for Tucson,.Arizona ta.spend the 
winter there, after-an extended visit 
here with her mother, Mrs.° James 
Howard. 


. The East Jordan W..C. T.. U.. will 
hold their regular meeting .Wednes- 


Attention. Farmers! If you have 
anything in the line of produce -you 
cannot sell or use yourself, please 
|notify any member of the American 
Legion soit can be utilized-for those 
fin want. Call phone 18 or 158.—Dr. 
Beuker, Welfare Officer. 


Sleeny. Feeling After , On the Firing Line’ 
First Clerk (with. newspaper)— 


Meals Due To Poison Gosh, I hope this is true. It says 
here ‘that the battle against depres- 

A doves,’ ‘tired feeling is “ALWAYS sion is won. . 

a sign that waste food matter stays|: Second Clerk—Let’s: “show that to 
too lovig-in the bowels. It ferments | the. boss and perhaps we'll cease . 
and forms gas. It breeds germs, , It. firing. . i ; 

is sure to poison. heart, kidneys, dnd} 
drain. 2! 

Adlerika. washes out ‘BOTH ‘upper 
and lower bowelk It brings’ aut poi-! 
sons. which cause gas, nervousness j 
and a dopey, sleepy feeling. It can- 


Before Justice Blount on 1 Moriday- 
forenoon, the- following _ were -.sen- 
tenced -on. a drunk. and disorderly 
charge:. Arnold Smith, 10-days and 
$10; Clarence Carney, 10°.days-or 
$10; Ed. .Kinner. of Ellsworth, $10. 
They were arrested by Chief of Po- 
lice Cook on our streets ok Sunday 


Not every sweet young hing is as 
| sweet as she looks.’ ~ 


: : mornin re 
teas ba aay pra i ae iy cas ie tajns no harmful drugs. Get Ad- HL A: LANGELL ‘ ay 
USS ouse; “the President. sna The Northern Michigan upset took | lerika today; by. tomorrow. you feel . ; : 

expéct the two captains of the mem- the wonderful cleansing effect of this OPTOMETRIST ; 


place at Charlevoix whete Coach Ray | 
Kipke’s well-balanced © combination 
was thoroughly. humbled by Coach 
Abe Cohen’s East Jordan veterans in 
an important Tip.O’ Michigan Little 
Six engagement. It looks now ‘like 
East Jordam or Harbor Springs for 
the Class C ‘league championship. 
Johnny nee who refereed’ the 
harlevoix-East Jordan mixup, : takes | 4 ! 
back his. glowing predictions for the apestnd skates rai pocketmcck 
Kipke crew. Traverse City Record- 
Eagle. - 


bership drive. teams te make their re- 
port of progress and hopes these re- 
.|ports will be encouraging. 

| . 4 


German ‘doctor’s simple remedy.— 
‘GIDLEY & MAC, Druggists. 


More Interesting Question, 
‘Hub—This article says that a wife i 
should be an open book to her hus- 
band. 
Wife—Does it say anything about} 


-There, will be a meeting at Charle- 
voix American’ Legion Hall on’ Tues- 
day, Oct. 18th, at 7:30 p. m., for the 
‘purpose of organizing a welfare drive 
to alleviate possible suffering in the 
‘coming winter. Legion members 
please attend. Others interested will 
be welcome.——Dr. Beuker, Welfare 
Officer. : 


Phone-—-89 - 
308 Williams St. 
‘Opposite High School. 
EAST JORDAN, MICH. 


€ ; “Goldwater—An overdose df medicine | 
to Combat a slight illness proved fatal 
-(to Edgar Tomkinson, Lockwood Town: 
ship farmer. _Neighbots found him 
dead, 


Plymouth—Clifford Smith is re 
covering from a scalp wound received 
when a. fishing bait cast by David Bol- 
ton, a companion, struck his head. A 
physician removed the hooks, 

Quincy—The ‘McKenzie Milling Co. 
has been ordered on'a 24-hour basis, 
-as-the-res demands for the con- 
cern’s products. It is the first time 
in several years that the plant has’ 
op¢rated on full time. : 

Free Soil—Carving of finiatvre de 
sigug of furniture from cattle bones 
occupies the time of Anton Alexander, 
71. years old, former Grant Township 
farmer. At the Mason County Fair 
this fall he exhfbited more than 50 
models. 


‘Northville—When the Globe Furni- 
ture. Com osed its doors, bank- 
rupt, it threw Spencer Clark- out’ 6 
employment for the first time in 56 
years. He had worked continuously 
for ‘the company, making church 
furniture... 

Muskegon—Donald Soper, 19 years 
old, died after an 18 months illness 
believed to have been due to a foot- 
ball injury while playing as regular 
guard on the Muskegon High School 
team two years ago. Soper was also a 
star weight man on the high-school 
track squad. 

Benton Harbor—Herman Witkow- 
ske, 34-year-old: farmer, is dead here, 
the 30th victim of 1931 automobile j1 
accidents in Berrien County. He 
drove his automobile, {n the darkness, 
into a wagon loaded with brush, his 
head being pierced by a branch. He is 
survived by a widow and four 
ebildren. . — : 

Jackson—Walter Macek, 21, Detroit. 
was in Foote Hospitalhere, the ‘toes 
of his left foot severed when he fell 
under a Michigan Central passenger 
train. Macek was en. route to Chi- 
cago. He -told police. he stepped to 
the station platform when the train 
stopped arid some one jushed him as 
he-started to get aboard. the car. 

Battle Creek—-Norman Burlingame, 
2 years old, learned. what happens 
when.a cartridge is exploded without 
a. gun. Norman placed a shiny new 
cartridge on a rock and struck it 
with another rock. “And “I had it}. 
pointed the other way;’-he. said to 
the. Nichols Hospita! physician who 


t 


Regular Communication of Kast 
Jordan Lodge No. 379, F. & A. M., 
Tuesday, Oct. 13th, at.8:30 p. m. 


Marquette—Roy Buchanan, lumber- 
\jJack and doek hand, finally has quit 

:work. Last summer he was notified 
‘that his Unele had-died-and-he_was. 
,heir. He decided. inherited money 
| usually tailed to materialize, so he 
;went.on with his job at the ore docks. 
The other. day a telegram came ‘telling 
him he was needed tn New York City 
{to settle a $700,000 estate. “ Buchanan 
ileft at. once. 
| Kalamazoo—A hand-wrought key, 
; weighing three pounds, nine ounces, 
‘has been discovered by Waiter De- 
lanter while excavating fn the base- 
Time e west end 
‘of Austin Lake, south of this city. 
The key is 9% inches long. Delanter 
states he will send the- key to the 
| Field Museum in Chicago to learn if 
; possible to what period and national- 
ity it belongs. 

Petoskey-—-Carl O. ‘Weaver Post, 
American Legion, inaugurated its. gen- 
era) welfare department: with a plea 
that farmers having a surplus potato, 
apple. or bean crop give the crop to 
the Legion, which will harvest and 
store it for winter use of Emmet 
County needy families, This is the 
first Legion effort of its kind in Upper 
Michigan. Legion dues also may be 
paid in farm crops and these. will go 
into the welfare department. 


Lansing—Funds for the construc- 
tion of a State police post in Ypsilanti, 
to replace the headquarters in the 
Village-of Wayne, have been voted by 
the administrative board. The board}. 
‘allowed $4,000 for a. building and will 
make another appropriation after 
Oscar G. Olander, commissioner of 
public safety, has chosen a site. The 
board also voted 314,000 for the con- 
struction of a State police division 
headqtarters building..on State. Hos- 
pital property in Traverse City: . 

’ Lansing—~Atty. Gen. Paul W, Voor- 
hies upheld the constitutionality of 
the new law prohibiting the issuance 
of hunting licenses to violators of the 
-| game laws and providing that a deer 
license cannot be issued to a hunter 
Who has: shot another game-seeker. 
‘| Under this statute; persons who vio- 
late the deer laws lose their hunting 
privileges for three years. The attor. | removed sthe bullet. from his leg. . 

“| ney general: said game belongs to the}. Muskegon—As a result of an duto- 
.} State ‘and such regulations are not| mobile accident here, Mrs, W. H. Mec 
contrary to the fonts of--individuals. | Fdrland;” 65 years old, regained her 

Detroit—The official estimate of at-| Power of speech lost two years ago 
tendance at.the American Legion con-| When she suffered a stroke. No one | 


( : hurt in the accident, but the 
vention is 202,000. The figures were woe 2 ; 
arrived at as follows: 92,000 in the shock of the collision is believed .re- 


nsible for Mrs, McFarland’s. speech 
parade, clocked: as they Passed the Pesneac: She is the wife of ri ret: 
| feviewing. stand; 36, 000, ‘estimated, eran village clerk of Hart, 
who. did not pass the reviewing stand, 
‘dropped out on the line of march, or 
stood without entering the parade, or 
were visiting in Canada; 60,000 ‘wives | ~ “What's happened to your: face?” 
and families of Legionnaires, who did. “Had a little argument with a fel- 
Not parade, and 26,000 visttora in the--low about driving in: traffic.” 
city, attracted by the convention, but; “Why didn’t you call a tae 
‘having ‘0 no sgonnentlea with the Lesion.) ‘“He was a cop.” : 

‘ . 


an 


LEADS AGAIN. 


¢ 


IN TONE PERFORMANCE. 


HEAR THE NEW 1931 VICTOR. ‘FIVE CIRCUIT, 
SCREEN ‘GRID RADIO BEFORE BUYING. 
THEY ARE PRICED IN REACH. OF ALL. A 
RADIO THAT IS TRULY A. MUSICAL INSTRU- 
MENT. ; 


R G. WATSON 


PHONE—66- 00 


o 


He: Talked Back. 


oe 
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APBLEDSERLREOEAEEA 


Tr A FS 


Police rookies at Camp. Mulrooney, City Island, N, ¥., wearing gas masks and walking through gas fumes as 


they received tear bomb instruction during their three months’ schooling. 


~ 


Geman School Children in Athletic Drill 


peas 


: Some of the 10,000 pupils of the Berlin high schools as they took part in the mass athletic drill held at the 
Berlin stadium. The' girls, are shown here in the medicine ball drill, tossing the balls in unison, 


New Queen of . Golf Receives Her Cup 


~ | 


Miss flelen Hicks, twenty-year-old+Long Island gir] who defeated Mrs. 
Glenna Collett Vare in the final mateh of the women's. golf tournament, is 
here seen receiving the championship cup from Herbert H, Ramsey, presi- 
dent of the U, & G. A. é 


Odd View of Empire State Building 


9 IYER NAT ONG JB 


This never-before-obtained “angle” picture of the Empire State building 


in New York, largest habitable structure in the world, was made from a dir 
igible that twiee unsuccessfully attempted a mooring to the mast atop the 
building 7" : ° i 


INTERESTING ITEMS 
The statue of Freedom: which sut- 
mounts the nation’s cupitel ig 19 feet, 
4 inches high, 

Cabbage and bananas should be in- 
elnded in the diet of a two-yenr-old 
child, says a specialist in the United 
States bureau of home economics, 


my entice Pe 


More than 335,000,000 game trout 
will be. placed in rivers and lakes by 
federal and state oficlals soon. 

A nugget of gold found in Australia 
in 1852 weighed 223 pounds and was 
valued at more than $64,000, 

A plant known Jocally as “bitter- 
sweet” is poisoning thousands of live 
stock, especially sheep, in, Texas, 


‘NEW CHINESE MINISTER 


aN} 
international 


Te-Chines® nationalist government 
announced that Dr. W. W. Yen had 
heen appointed the new Chinese min- 
ister ta the United States. Doctor 
Yen, known as one of the ablest’ of 
Chinese diplomats, is a, former premier 
of the old Peiping government, — 


HORSESHOE CHAMPION 


A boy of fifteen years, Jolinny Colao 
of Chicago, won the United States 
amateur horseshoe singles champion-_ 
ship when he defeated Otto [ullner, 
niso of that city, in the final match 
at LineolIn park. Contestants from a 
dozen other states were eliminated 
by the lad. : 

French Watchmakers 

The French have been watchmakers 
for-many years and have shipped fine 
watches to all parts of the world, and 
they have mude the claim that the 
product of that country excels that af 
any other, ‘The French factories ship 


parts {nto Switzerland, where they 
enter Into the manufacture of time- 
pieces accredited to that country. 


There are about 22,000 watchmakers 
in France, and nearly all of them are 
said to represent a digh order of 
_Workmanship, as they learned the 
trade jn one of several excellent hore 
logical schools In that country. 


a2 
Be GINTER AT ICN 


These photographs were taken in Belize just after the terrific hurricane that-devastated the eapital of Brit~ 
‘ish Honduras, ‘The loss of life may have been as high as 1,500, and not a building in the city was left undamaged. 


Cities Use Radio in War on Crime 


Police Broadcasting Stations 
Prove Effective. 


Washington.—A_ rapidly increasing 
use of. radio in the nation-wide battle 
ugainst- crime and racketeering is 
shown by. records of the radio .com- 
mission, These disclose that in the 
short space of three years twenty 
large cities and several smaller ones 
have installed special police broadcast- 
ing stations and equipped patrolmen 
on duty: with apparatus enabling them 
to receive orders from. headquarters 
within a few moments. 

The proved value of the radio In 
facilitating rapid communication: and 
in maby cases assisting in the capture 
of. murderers and other criminals 
whole activities cost the nation jun- 
dreds of «millions of dollars annually, 
has prompted thirty additional cities 
10 make preparation for joining in the 
radio war against crime, Of this lat- 
ter group. Uwenty-two hold construc- 
tion permits for the estallishment of 
radio stations and communication sys- 
deine, Ser rere : : 

Finally realizing the importance of 
drafting the radio for service in the 
crime: War, the radio commission Nas 
set aside eight. channels especially for. 
police work, The bands are all with- 
in a few meters of each other. and lie 
below normal bruadcasting channels. 
In sume quarters it is predicted that 
ultimately so many cities will utilize 
the radio for police work that it will 
he possihble to evolve a. nation-wide 
network fur the broadcasting of police 


@ 


ularity of police broadeasting systems, 
As far back as 1928 Detroit inaugu- 
rated its first broadcasting system, one 
of the first big ones in the ceuntry. 
To date, Detroit officials credit. more 
than 800. arrests solely to the speed 
with which radio facilitated broadcast- 


NEW HEAD OF FIDAC 


i7 


Edward LL. White of New Ilaven, 
Conn, is the new president of “Fidac,” 
the interallied veterans’ federation .of 
which the American Legion is the 
member society in the United States, 
Mr. White was a nationul vice com- 
mandeF of the: American’ Legion in 


2s, and is the secand American 
nimed fo heiud the Fidac. He is a 


The success achieved by police in 
Chicago and Detroit was largely. re- 
sponsible for the rapidly growing pop- 


graduate of Yale and served as an offl- 
cer in the ordnance department during 
the war. 


Sultan of Sulu Sits as Filipino Senator 


& 


Fez Only Distinguishing Mark: 


of Former Ruler. 


Manila, ?, L—A visiter to the Phil- 
ippine senate these days is quick to 
mark one member from the rest by a 
sinele distinguishing mark—a blue fez. 

Otherwise he appears to the casual 


) observer litte diferent from the oth- 


er senators, He is a sturdy-looking 
man of sixty-four, who goes about very 
niuch as if he knows his business. 

This man is Sultan Jamalul Wiram 
Il of Sulu, senator of the Twelfth dis-, 
trict, Who wus a civil ruler in his own 
right until 1910, when he abdicated. 
to end a dynasty which existed for 
more than GUO) years. 

Gdv-Gen, Dwight F. Davis has the 
privilege of appointing several mem- 
bers of the -legislature from regions 
and provinces where conditions make 
it difficult to hold elections, -and the. 
governor chose the sultan as a senator 
from Mohammedan Sulu. . 

The senator is reputed to have had 
more than 1,000 wives, but he has no 
children, Also, he is the last in the 
line of famous sultans whose history 
wus Interwoven for centuries in the 
colorful Moro history of the southern 
islands, / 

As a boy Jamalul was a prince, and 
his elder brother, Badaruddin, was sul- 
tan. The latter died in 1882 and Ja- 
malul sought the succession, alded by 
his mother. <A long conflict developed, 
however, und the Spanish government 


Spears Big Salmon | 
in Old Indian Style 


Biddeford, Maine—A quaint 


intruded and named Datu Harun al 
Raschid of Palawan as sultan of Sulu. 
He ruled until 1894, but supporters of 
Jamalul grew so strong that) Harun 


finally returned to Palawan, Mean- 
white Jamalul had- been a fugitive, 


bat he finally was formally recognized 
as the sultan in 18)4. 

In 1915 he abdicated and accepted 
American sovereignty. without reser- 
vation, although he continued to hold 
an extremely important place among 
his people. Now he has taken anoth- 
er step and become a cog in a demo- 
cratic government far removed from 
the traditions of his family. 


«winter, 


reports to officers sta 
city and outly: 


ing criminal 
tioned throughout the 
ing districts. . ; 
Chicago's tirst experiments, initiated 
by WGN, a newspaper station, were 
sa successful that that city now has 
three stations. . 
Cities now covered by police radio 
stations are Pasadena, Calif., Wash- 
ington, Chicago, Louisville, Detroit, 
Minneapolis, Cleveland, ‘Toledo, Ro- 
chester, Omaha, Kansas City, Kan., 
San Francisco, Pittsburgh, Atlanta, Tn- 
dianapolis, Memphis, St. Louis, Pas- 
saic, N. J., Daas, Texas, Miami, Ila., 
Klint, Mich, Cincinnati, West. Read- 
ing. Pa.. Philadelphia, and Buffalo. 
One of the most extensive police 
radio installations is that inaugurated 
by the state police of Michigan last 
After’ a strenuous fight a 
5,0W-watt transmitter Was ‘opened at 
Lansing last November. All state 


troopers’ headquarters and cars. were: 


equipped with apparatus and a sigmil- 
ing system was set in operation. 


Wild Life {s Driven 
ito Open by Drought 


Bakepsville, Cauifi—A shortage of 
arubs and other succulent diinties, to 
be found under bowlders and logs, plus 
general pear mountiin foraging, has 
caused hears to invade the lowlands, 


stockmen from the Kernville alistriet, 


‘complain, 

The cattlemen Say the bears have 
raided many pigpens and a number 
of unoecupied summer cabins, 

“From -Waseo, 25 miles ‘northeast. 
come reports that coyotes have become 
so bold as to remain in the open in 
the daytime and on several oecasions 
have tried to fraternize with dogs, 


OX. i have forsuk- 


en the mountains for the outlying dis- 
tricts of Bakerfield, residents have re- 
ported, and at Wasco a covey of Jap- 
anese pheasants has taken: possession 


of a eucalyptus grove, where food and 


water is plentiful. 


Farmer Moves. Barn 
30 Miles to New Site 


Berwick, PaNeighbors of G. A. 
Hilley, farmer at Raven Creek, assist- 
ed him in moving a barn 30 miles te 
& new location, 

Itiles's own bara was destroyed by 
fire. He purchased a barn. on the 
Creasy farm at Miffinville, 80° miles 
away, Kighteen of his neighbors 
Joined him in dismantling the Creasy 
barn, transporting it to the Hiley 
farm and re-erecting it. : 

Seven trucks were used 
porting the structure, 


Pacific Flyers Found on an Island 


© 
© 
® 
® 
® 
old Indian custom has heen re- S$ 
vived here by Arthur Lambert, $ 
a millworker, Standing on the § 
S$: 

® 

® 

® 

® 

® 

® 

© 

® 

© 


edge of a rockbound pool in 
the Saco river, he hurled a 
home-made spear into a dt 


pound salmon, the biggest taken 
from the river this season, 


2 


Left to right, ©, A. Allen and Don Moyle, Californian aviators who startet 
to fly from Tokyo to Seattle but were forced dewn on an uninhabited island 
off the Kamehatka const when thelr gns ran out. They were missing for nine 
days and almost given up for loat whea a Soviet vessel reseued them, 


f 
~ 
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BEDI CLAY 


By ELMO SCOTT WATSON 

“=Y ALK about the 1982 Presidential 
campaign is already in the air and 
it won't be long how until the two 
major parties will be deciding where 
they will hold their conventions to 
sefect the standard-bearers in next 
year’s race, So it is appropriate 
at this time to recall that the first 
Presidential convention was held 
just 100 years ago and the story of 
that historic gathering is one of 
the interesting’ incidents in our na- 
tional history which is but little 
known to most Americans, . 

ee Most. Americans,. no doubt, be- 
ifeve that we have had Presidential: nominating 
conventions ever since American political par- 
ties came into existence and that such 4 meth- 
od of selecting candidates, was originated by 
one of the two major parties which hare al- 
ways dominated governmental affairs, But the 
fact is that nelther belief is correct. The re 


~. public had been in existence more than four de- 


een 


eades and had already chosen six Presidents 
when this procedure, which was regurded as a 
startling innovation at the time, came into ex- 
istence. More than that, it was not the Inven- 
tion of one of the then leading parties but it 
was brought Inte being by an obscure organiza- 
tion which played 2 minor role in one Presi- 


’ dential campaign and then. quickly passed out 


of existence. = 

Not even the fact, that the two: leading par- 
ties of that period immediately adopted the na- 
tional convention idea, as have all later par- 
ties, until now-it {8 an essential part of the 
American political scheme, has heen sufficient 
to keep alive the memory of the Anti-Masonic 
party, a religious-political phenomenon.- which 
in September 1831 held in Baltimore, Md., the 
first’ authentic “national “Presidential nominat- 
ing convention, And to round out the paradox 
of this historic incident which is filled with 
paradoxes, it should be recorded that the’ nomi- 
nee of the Anti-Masonie party was himself a 
Mason! . 

It {s probable that a national nominating 
convention would have come about eventually 
in the process of American political evolution, 
even if there had never been an- Anti-Masonic 


party. But it so happened that this organizetion 
«ame on the scene at a time when the growth of 
the Democratic spirit in the American people 
was rising to a high tide and the dissatisfac- 
tion with the previous method of choosing Presi- 
dential candidates had reached its peak. So 
whether by design or by chance, this party re 
sponded to a popular demand. with a ‘new and 
acceptable method and thus gets the credit for 
inaugurating a custom which is a milestone in 
American political history. : 

During the first two decades of our history 
ag a nation, it became the practice for each 
party to hold a congressional caucus and nomi- 
nate candidates for President and vice presi- 
dent. 

But gradually the caucus grew into disfavor. 
The dictum of the party members of congress 
was not always accepted by everybody. In 
1808 two powerful competitors for the succes- 
wion to Jefferson appeared—Madison and Mon- 
roe—and both’ were pyt forward by state legis- 
lative caucuses in Virginia. The congresstonal 
caucus decided in favor of Madison. Several 
members of congress who did not favor Madi- 


gon appealed to the country, not only against . 


the regularity of the procedure, but against the 
enucus system itself, But the caucus won out 
in that instance, and Madison was elected Presi- 
dent. 

Though the congressional caucus continued 
to make presidential nominations until 1824 
“King Caucus,” a8 it was now called, continued 
to be regarded with’ more and more disfavor. 
In 1824, Willlam H. Crawford of Georgia was 


& the caucus nominee of the Republican party, but 


the rank and file of the party refused ‘to ac- 
cept him, and he came out third tn the Ist of 
candidates in the election, So “King Caucus” 
-was dethroned and Democratic America was 
ready for a new and more representative meth- 
od of choosing Its candidates for ‘ President. 
‘This was furnished by the Anti-Masoni¢c party 
which was brought into belng by the following 
events: . ) 7: ‘i 

In 1824 a certain Witllam Morgan settled in 
Batavia, N. Y¥. He had been a Mason. but, be- 


-coming dissatisfied with the fraternity, he pub-~ 


——Hshed: a book which purported to reveal the se- 


crets of the order. In 1826 Morgan disappeared 
and the rumor was started that he had been 
abducted and murdered by the Masons. There 
was no proof that they had anything to do with 
‘his disappearance but the Incident was capital- 
{zed upon by. enemies of the order and through 
New York, New ‘England and Pennsylvania: 
spread the suspicion that the order, whose mem- 
‘bership was mainly from the wealthier classes, 
was a secret: political society as well as a fra- 
‘ternal order whose influence swayed jurles: and- 
legislatures. So America had a first class “men- 
‘ace” to get excited over and the pollticians were 


quick to seize upon {t to promote their own 
ambitions. The result was the formation of the 
Anti-Masonic. party at a national convention 
held in Philadelphia in September, 1830, at- 
tended. by 96 delegates from 10 states. There tt 
was decided to hold a. national nominating ,con- 
vention the next year. Hs 

Of this party Prof. Willian’ O. Lynch in his. 
book “Fifty Years of Party Warfare, 1789-1837,” 
published recently by the Bobbs Merrill com- 
pany, writes: “The Anti-Masonic strength was 
greatest. in the Hast. The movement made lit- 
tle headway in the West, save Ohio, and was 


weak in the South. In the New England stetes, . 


New York and Pennsylvania ,the number of 
Anti-Masons was great: The-strongest leaders 
appeared fn these commonwealths, Among the 


, political leaders who had some prominence in 


the Anti-Masonic party were: Willlam H. Sew- 
ard, Thurlow Weed, Millard Fillmore, Albert H. 
Tracy, Francis Granger, John Crary and. Fred- 
erick Whittlesey of New York; Thaddeus Stev- 
ens and Richard Rush of Pennsylvania; Edward 
Everett and John. Quincy Adams of Massachu- 
setts, Other leaders who looked h_faror_on 
the party were William Wirt, John Marshall, 
John C. Calhoun, John Mclean and Daniel 
Webster.” 

Andrew Jackson, who was -then President, 
was a Mason and seemed certain of re-election 
unless some strong combination could be formed 
against him. So an effort was made to Induce 
Henry Clay to lead the new party, or at leist 
to unite the Anti-Masons with the. wing of the 
National Republican party, of which he was 
the leader, under his banner. The only trou- 
ble -with this effort was that Clay himself was 
a Mason and although he was not an enthusi- 
astic member of the order the efforts to get 
him to renounce it failed. 


In September, 1931, Clay wrote a letter. in re- 


ply to a. committee of Anti-Masons in Indiana- 


who had asked him for his sentiments on Mason- 
ry, which may possibly have vitally affected 
his poltical fortunes and kept him from real- 
izing his fondest ambition of going to the White 
House. Ip this letter Clay sald that shonid he 
give his views on Masonry It would imply that 
individual sentiments on the suyject formed a 
proper consideration In regard to voting for 
persons to fill federal oftices. He declared that 
Americans should vote for President without 
regard to. .religious, social, benevolent or liter- 
ary associations, Further than that, he made a 
statement which was a criticism of Anti-Mason- 
ry when he said “If indeed you, gentlemen, 
will point to a provision in the Federal Constl- 
tution whith—can legitimately be mage to op- 
erate upon the subject in question, I would not 
hesitate to comply with your request.” 


This was a definite turn-down for the Antl- 


Masons and years later Thurlow Weed declared 
that, {f Clay had not written this letter, the 
Anti-Masons would have joined the National 
Republicans and would have ‘defeated Jackson. 


Such a combination, ‘he’ declared, would have . 


given Clay New York, Pennsylvania, Vermont, 
Georgia, North Carolina and Louisiana in ad- 


dition to the states that he did carry, enough | 


to have insured him a safe majority in the 
electoral votes. : 
Turning to their next best bet, the Anti- 
Masons, picked upen William Wirt of Maryland 
as their choice. Wirt had been one of the at- 
torneys who had prosecuted Aaron Burr for 
trenson, had served: as attorney-general in the 
cabinets of both Madison and Monroe and was 
widely regarded as an able and outstanding 
man. So when the firgt national nominating 
convention ever held in the United States as- 
sembled in the dld Athenaeum in Baltimore in 
September,. 1831, ft selected Wirt aa its choice 
for candidate for President and named. Amos 
Fillmaker of Pennsylvania as his running mate, 
for vice president, And this despite tht fact 
that Wirt was a Mason of many years standing 


TEER FOAL 


' paign, 
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and had never renounced his allegiance to that 
order! 

His letter of acceptance has often been cited 
as a “pftactical renunciation” of Masonry but 
it was far from that.’ In it he sald In sub- 
stance that both in conversation and. in letters 
to friends, he had spoken of the contentions 


over Masonry as a subject more fit for farce 


than tragedy and “had been gricved at seeing 
some of my friends involved in what appeared 
to me such a wild: and’ unjust persecution 
against so harmless an institution as Free- 


“masonry.” 


The candidate of the Anti-Masons then ad- 
mitted his ideas upon the subject had under- 


.gone some modification, however, and that he 


did find.some cause for alarm in the actions 
of “overzealous members. of the order.” Con- 
cerning the new party he was asked to lend, 
Wirt wrote, after describing his own affiliation 
with Masonry extending over a period. of 30 
years: . 

“I had supposed that the very principles of 
your union was a war of indiscriminate pro- 
scription oagninst all persons throughout the 


United States who had ever horne the name 


of Mason; that you would put In nomination no 
persons who had ever.been a Mason and who 
would not moreover pledge himself te become a 
party to such a war of indiscriminate extermina- 
tion and wield the appointing power of the office 
under your dictation; who would not, in short, 
become the president of your party Instead of be- 
Ing the President of the United States. I am 
happy to find that this is an error.” : 

This attitude of their candidate was far from 
satisfactory to the more earnest of the Anti- 
Masons and they became even more dissatisfied 
when the campaign got under way. For Wirt 
made no attempt to carry on on active cam- 
How plainly he felt that an unpleasant 
job had been “wished off on him” and that there 
was no hope of his being elected is shawn by 
a letter which he wrote to Judge Carr, an inti- 
mate friend. In it he said: : 

“IT had thought I had no right to abject to the 
Anti-Masons proposing me to the consideration 
of the people for the office of President. Kvery 
other chance of uniting the opposition (to 
Jackson) had vanished. This alone remained 
and, faint as It was, I considered it my duty to 
permit the offer to be made. It has beén made 
. , athe National Republicans have declared 


+ against the union, which alone I had in view, I 
ean perceive neither dignity nor decency in con- 


tinuing the nomination. 

“It is true that when I accepted the nomina- 
tlon I knew that this state of things might arise. 
But it is not true that’l knew, ff it should arise, 
the anti-Masons would still persist In the nom- 
inatlon. It never entered Into my imagination 
that they could wish to do so vain and foolish 
a thing. What end can It answer to themselves? 
It will only expose their weakness. They cannot 
carry a single state, except, perhaps, Vermont. 
. . + In such circumstances what a figure will 


they and their. candidate make in a Presidential 


contest.’ It will annihilate them and me, too, by 
the mere force of ridicule. . . . ; 

He was a true prophet. Not only did Clay 
fail to beat Jackson, as Wirt had hoped, but, as 
he had also predicted, Vermont, with Its seven 
electoral votes, was the only state carried by the 
antt-Masons, Even John Floyd of Georgia, whe 
ran 2s an Independent, did‘better than that. He 
got 11 electoral votes. After the election of 
1832 this party disappeared from the national 
scene. Most of its members were absorbed by 


the Whigs, although in Pennsylvania {t con- 


tinued its identity for several years and elected 
a governor in 1835, But even though it played 
such a small part on the American political 
stage, the antl-Masonic party and ‘its standard- 
bearer, Willlam Wirt, are deserving of remem- 


-Drance as the party which gave to the country 


the national convention system, 
(® by Western Newspaper Usten.> 


, 


-IC—~A Jailer Led Captive. 


‘supernatural power of the maid was 


‘ up to God in gratitude. 


assured him that the prisoners were 


Improved Uniform International 


(By REV. -P. B. FITZWATER. D, D., Mem- 
ber of Faculty, Moody Bible 
: - Institute of Chicago.) 
(©. 1931, Western Newspaper Union.) 


Lesson for October 11 


PAUL IN PHILIPPI 
- GOLDEN. TEXT—Rejoice in the Lord 
kliway:.and again I say, Rejoice. 


CATTLE LICE TAKE 
HEAVY DAIRY: TOLL 


Eradicate the Pest Before 


Heavy Infestation. 


Cattle lice, which run up. a heavy 


fi EESEON TEXT—Acta 16:16-40; Phil, | 

14-9, : ‘ 7 
PRIMARY TOPIC—Paul in Prison 
SIUNIOR TOPIC—Paul in Prison, 
INTERMEDIATE AND SENIOR TOP. 


YOUNG PEOPLE AND ADULT TOP- 
IC—initlal Victories in Europe. 


. ts Paut and Silas In Vail (vv. 
16-26). : 

1, The occasion (vv. 16-24) As the 
missionaries went out from day to day. 
to the place of prayer they. were ac- 
costed by. &. young wonlan ponsessed 
by a &pirit of divination.. She was 
owned by a syndicate of men who de 
rived large gain from her sootbsaying. 
Her utterances as she followed the 
missionaries became a great annoy- 
ance to Paul who in the name of 
Jesus Christ commanded the evil spirit 
to come out of her. The evil spirit 
immediately obeyed Paul’s command. 
When the demon was cast out the 


gone. ‘Therefore, the source of rey! 
enue was at an end, and this so exas- 
perated her owners that they brought 
Paul and. Silas before the magistrates 
on a false charge.” 2 

_ Without any opportunity to defend 
themselves, - Paul ‘and Silas’ were 
stripped and beaten by the angry mob 
and then remanded-to jail where they / 
wére made fast by stocks. 

2. Their behavior in jail (v. 25), 
They prayed and sang hymng to God. 
It seems quite natural that they should | 
pray under such circumstances, but 
to sing hymns is astonishing to all who | 
have not come into the possession of { 
the -grace of (iod in Jests Christ. 
Even with their backs lacerated and ; 
smarting, with their feet fast in the j 
stocks, compelling the most painful 
attitude in the dungeon darkness of 
the inner prison with extreme uncer- 
tainty hefore them, their hearts want | 


4 


3 Their deliverance (vy. 26). The} 
Lord wrought deliverance by sending a 
great earthquakes which opened tha 
prison doors and removed the chains 
from off their-hands.. The earthquake 
cannot. be explained on natural 
grounds. Earthquakes do not throw 
bolted doors open and unclasp fetters 
from men’s hands. : 

(1. The Conversion of the Jaller 
(vv, 27-34). nts, 4 

The jailor’s sympathy did not g6 out 
very fur for the prisoners,-for as soon 
as they were made secure he went to 
sleep. Being suddenly aroused from 
slumher by the earthquake, he was 
about.to kill himself, whereupon Pati 


all safe. What he had heard of their 
preaching, and now what he ‘experi- 
enced caused him to come as a humble 
inquirer after salvation. He was con- 
victed of sin and felt the need of a 
Savior. Paul clearly pointed out the 
way to be saved. He said, “Relieve on 
the Lord Jesus Christ." The word 
rust_and fully 
obey." ‘The following facts prove that 
the jailor was saved: 

1. Transformation from brutality 
to tenderness (v. 83). He who a little 
while ago could with impunity lay on 
the ervel lashes is now disposed to 
dress the wounds of the prisoners, 

2, Confession of Christ in baptism 
(v, 83). -Those who have experienced 
the saving grace of God are willing to 
confess their faith in Christ under. all 
circumstances, 

3. He set meat before them (v. 34). 

4.° His whole household was bap- 
tized (v. 33). When a man’s family 
is willing to’ follow him, you may be 
sure that his conversion is genuine, 

Il. The Magistrates Humbled (vv. 
35-40). 

1. The prisoners ordered released 
(vv. 35, 36), The earthquake brought 
fear upon the magistrates and thus 
moved them to,release the prisoners. 

2. Panl’s refusal to go (v. 37). The 
ground of his refusal was that their 
rights as Roman citizens had been vio- 
lated. They demanded public vindi- 
cation. The. magistrates were gullty 
of serious offense, Paul was willing to 
suffer for Christ’s sake, but he used 
the occasion to show them that per- 
secuting men who preached the gos- 
pel was an offense against the law 
of God and man. 

.B. Brought out of prison by the offi- 
cers (vv. 38, 39). 

4.- Returned to the house of Lydia 
(v, 40). Upon their public vindication, 
Paul and Silas left the prison and 
entered the house of Lydia. After 
ministering comfort to the brethren, 
they took thelr departure, 

IV. Always. Rejoicing (Phil. 4:4-9). 
The presence of the Lord Jesus Christ 
gives such pence that singing God's 
praises 1s possible even in prison. 


“holiave” menuns “to 


The Pastor Says: ; 

Never tell a young person that any- 

thing cannot be done. God may have 

been walting for centuries for some- 

body ignorant enough of the imposst- 

ble to do that thing.—John Andrew 
Holtnes. : 


Read Your Bible 
Read your Bible, make It the first 


‘morning business of your life to un-"|< 


derstand some portion of it, clearly. 
and your daily business to obey it In 
ali that you do understand.—Ruskin, 


toll {n the form of reduced milk yields 
and slackened gains, are likely to be 
more troublesome this winter than us- 


ual, according to a report to the Unie | 


versity of IMnols, by ‘an assistatnt 
entomologist of the [llinois state nat- 
ural history survey. “ There has been 


a gradual increase in louse population - 


on dairy animals and other stock in 
the past two yeas, owing targely to 
lack of: preper control’, measures. 
Fortunately, the lice are not hard. to 
eradicate until-a heavy infestation is 
allowed to. develop. : 

From the standpoint of cheapness, 
availability and effectiveness the best 
treutment tg ruw linseed oil, Boiled or 


refined linseed oil is likely to injure’ 
the skin and should not be used. The: 


oi may be applied with a tundbrush 


| or In the case of short-haired animals, 


wifh a ‘wad of cloth. A brush having 
uneven bristles is best adapted to 
this work. A-second treatment should 
be given two weeks following. the first 


and then monthly applications should 


be made until spring. The oil should 
not be applied too vigorously. but 
enough should be put on to reach the 
skin. It is a.good plan to keep treated 
animals out of the sun for a day. - 


Time and Work Saved by 
Use of Milking Machine 


The man tabur used in caring fer 


i dairy cows in Nevada. varies all the 


way from 81 hours to 280 hours a 


year for each cow, us indicated by ++ 


detuiled farm: records secured by the 


experiment station of that state. The - 


average chore time for herds which 
were machine milked was. 106 hours 
as against I41 hours for afl herds of 
15 or more cows, milked by hand. The 
average time required -in all tand- 
milked herds—which on the whole had 
fewer cows than the machine-milked 
herds—was 157 hgurs. whieh showed 
that where labor-saving equipment-avas 
not availahle tubor costs were higher. 
For a 24-cow herd. a milking machine 
wil) make a net saving in labor of 
$2) euch sear according to this ex- 
periment. station, This calculation 
assumes ‘that ‘labor is valued at 40 
cents an hour and. allows an expense 


of $00 annually for the machine, 


Fall Calving 

Fall calving is here. 
train’ problems: that peed unrelentog 
attention. The act of bearing young 
requires great sacrifices on the part of 


mothers, - [t--brings. about. -rapid-and-- 


extreme changes in. the physical body 
of the mother. Instinctively the moth- 
er-is willing to make extreme sacri- 
fice for her young. She is not always 
physically fit or capable of doing so. 
Heifers calving for the. first time 
should be watched carefully as they 


they need is clean, sanitary surround. 
ings, the right feeding before and after 
ealving, and some attention to their 
udders. Heifers’ that need help fn 
ealving should not be denied the ad- 
vantage of the help of one who under- 
Stands. what to do and how best to 
do it. 


Warm-the Drinking Water 

Water which has had the chill re; 
moved from it will be consumed more 
readily ‘by dairy cows in winter and 
will cause heavier milk production, ac- 
cording to C. A. Smith, Colorado State 
college. : : 

“Every 100 pounds of milk contains 
87 ponnds water. In order to produce 
the maximum quantity of milk a cow 
must consume large amounts of wa- 
ter.” Smith says, “Tt has been found 
that producing cows consume much 
more water than dry cows. They will 
not drink much water when they have 
to break the fee, but drink large quan- 
tities of water if the chill 1s removed. 


“A smal! tank heater will do the, work 


at a very small cost.” 


DAIRY NOTES 


Whole milk witl be delivered dally 
or twice a day whtle-cream will likely 
he delivered just two or three times 
a week. Every -48 hours fs bétter un- 
less conditions tor holding are very 
good, 


» * ©& 

Continuous testing for production 
in datry herds provides the only means 
of intelligently weeding out poor cows 
and Improving the milking abflity of 
the herd. This is espectally important 
when prices are low, 

o* @ 

Ry culling and breeding stock, dairy- 
men-of California Increased hutterfat 
production from 186 to 265 pounds a 


year, 
e e e 


Only comfortable cows can do jus- 
tice to themselves at the milk pail 
As far as possibie files must be con- 
trolled, 


a 8 8 
Tt has been found that cows that 
have the individun} water cups In 
their stalls produce more milk than 
those that Just get thelr water morn. 
Ing and evening. ; 


It brings cer-— 


ite att cs en Satan 


spirit th'their minds so when they get 
in High’ School they will be so en- 
thuséd over it they will go out for a 


: —Rloise Davis 
: ' SENIORS ENJQYED. PARTY 
The Seniors entertained themselves: 
at the Three Bell Schoolhouse, Sept. 
30th. Did -they - have a good. time, 
ask them. ~All danced to-the tune-of 
the old wheezy organs as the victrolas 
sounded in. the distance. -Such a 
scramble there was when the last call 
for lunch was heard above the music. 
Miss Brown: chaperoned. the party 
and ‘also ate her share of the ASmHre i 
sandwiches. ; 


i : hoot News 
| and Chatter 


Editor-in-Chief ec cncs Gwen Malpass 
Consulting Editor__Margaret. Bayliss 
‘Asaistant. Editor __-.Phyllis Woerful 

” Advisor ~-=----~--.-- Miss Perkins 
Reporter—Eloise Davis, Helen Koto- 
. Viech,. Pauline; Loomis,. Marian 

. Kraemer, Henrietta Russell. * 


- Pontiag-Btrangled to death, when 
her, scart caught in ‘an, electric 
“wringer; the body “of = Mya Hattie | 
Thompson, 65 years old, was found in 
-her home. - James Thompson, her hus-} 
band, said the. wringer was ‘turning | 
when he. found his wife. 

~ Lansing—Atty. General Paul W. 
Voorhies received notice that the In- 
terstate Commerce Commission will | 

— fc da hearing, Oct. troit, on | 
‘Seventh ‘Grade aa the State's petition that railroads be | ~~ 

‘The seventh grade class are. study- operated on Eastern Standard time, in 

ing about the British Isles and find it| view of the. new law. making eastern 


—Phyllis : ‘Woerful 


EXHIBIT OcT. 22-23 IN GYM 
Owing to the fact there will be no 
’. Pair here this year plans are being 
made for an exhibit to.be held in the 


koa ’ highest.’ : irisuring a better play in every way.| Bay City-Twenty-one times in the’ 
: WEST - SIDE oP hyllis Woerful| past several. years . Lawrence Augst- 
2 Bali Game man, local bowler, missed a 300 score |. 


~- department will also feature’ displays 
‘of diseases of fruits and farm crops, 


-was held. Robert Joynt' received 114 


eal : Seniors 


the nearer they. come. to our. own 


High. School Auditorium of canned 
goods, sewing, things made by -the 
Manual Arts. Department, and. Agri- 
culture products, ‘The Agriculture 


and-their control 


County: 4-H Club» projects will be|: 


held at that-time too. This event is 
being advertised early so everyone 
can be suve. to, come, It will be very 
much worth while. . Further informa- 
tion willbe given later. 
YELL LEADER 
* Last week election for Yell Leader 


votes which. makes him. the Yell 
Leader for the year.: Dorothy Best 
received 82 votes, which was second 


The boys in the fourth and fifth 
grades are having a ball game. The 
boys who come in cn the. bus. will 
compose one team, and their oppon- 
ents will be the boys from town. 

“A”. Students in Spelling 

Students who got “A? in Spelling 
all last week are: Rebert Morford, 
Lucinda Moore, Marion | Hudkins, 
Anna Nelson, Jean Carney, Glen Gee, 
Helen Nicholls and David Hignite. 

—Gwen Malpass 


ENGLISH 

Freshman 

The Freshmen have been busy fot 

the past week on written and oral 

composition. This week they have 

turned to. grammar ard are working 
on sentences. 


| who’ explored some part of North 


very interesting. In English they 
have: been describing different-birds 
of Michigan. - “In their History: class 
they are reviewing the Spanish men 


America; 
COMMERCIAL CLUB 
The Commprcial Club is giving it’s 
first:entertainment in Assembly, Oct. 
14th, at 1:15, .The program will con- 
sist of a@ one-act play—“That Awful 
Play” and a few musical numbers. 
The public is cordially invited. Price 
of admission is 5c and 10c. 
JUNIOR PLAY 
The Cast of the Junior play, “The 
Millionaire” has been chosen and play 
practice will begin soor: The play is 
one of the higher class of plays, thus 


GRADES ‘ 

First Grade—They have new health 
pictures in their room. They’ also 
have autumn leaves and squirrels as 
a part of their decoration. 

Second Grade—The. Michigan Chil- 
dren’s Health Fund has been sending 
a Dentist around to different schools 
to inspect children’s teeth. They 
visited us this week. « 

Third Grade—A pupae which they 
watched for a long time hatched into 
a butterfly over the week end. They 
are. watching another pupae which 


will probably hatch secon. ~ 


.Fourth Grade—They are learning 
some poems in Language which they 
find very interesting. 

Fifth Grade—We are taking’ a trip 
around the world. Each row repre- 
sents a plane. The: cities that are 


time legal throughout Michigan. 
St; Ignace—Officials: ‘of the Hiawatha 


.Sportsmen’s. Club, owners of. 44,000 
acres of private fishing and’ hunting 


grounds in Mackinac County, «have |’ > 


asked that beaver trapping be pro- 
hibited on their property .thia.coming 
year. In-all probability. this - will be 
granted, even. moves the: ‘property is 
unfenced. 


‘kigonac—or the ‘third time in the i 


last five years, expansion has made 
it necessary. to add to: the Chris-Craft 


Marine Motor Co, plant. The building |. ' , 


with. 77,000 square feet of floor space | 


now under construction: will house -a 


Lnew administration division and show 


room. The structure will be completed 
in 60 days. 


by one frame. Recently, for the first 
time in hig life, he scored ‘the 12 
straight strikes for the third perfect 
game ever rolled in Bay City. Angst- 
man. at one-time pitched for teams in 


-the Mint, Three-Eye and Blue Grass 


baseball leagues. 

Midland—Traveling 1, 000 miles for 
$18.50 is the record of Lovell East- 
man, 20 years .old,. who went to Cali- 
fornia this summer: Ho made the trip 
by hiteh-hiking’‘in two and a half 
weeks. He-took 10 days going out by 
way of the Santa Fe Trail and came 
back-in seven‘days over the. Lincoln 
Highway. The. rest of. the month he 
was en route, was spent visiting rela- 
tives, ’ 

Port Huron—Love . may laugh at 
locksmiths, but it is not so facetious 
about gunsmiths, James Hovarth, 19 


AKE advantage of this short- 


termed opportunity. No doubt 


of a 


On. the purchase _ 


PREMIER 


DUPLEX 


ELECTRIC VACUUM CLEANER 


with floor polisher accessory 


Sly $49.50. You can now make an 
‘actual saving of $17 if you act 


nae oes eeeee pe still in the |2eine visited are New York, London,| years old, of Flint, discovered. He you know how this great vacuum © quickly. This is ‘positively the latest 
poet sphere. ‘At present they are Paris, Rome, Cairo, Hengkong, Tokyo| came to Port Huron to see a 16-year: cleaner lightens housework. But ~. model Premier Duplex. Notrebuilt 


studying Holmes, Longfellow, Lowell. 


The Seniors are. now studying ‘the 
Elizabethan. period, and’they find that: 


times the moré'interesting it becomes!-}- 
We are saying that they have. some- 
thing to look forward’ to. 

: JUNIOR PLAY 


. Millionaires are lacking at present 


we find, 


So are dollars and nickles and dimes, Paces? A 
We are beginning the study. of| tention. When he was searched offi- Ss RVICE COMP NY 

gene ira your pennies to pay |\North America, cers found 68 old $20 bills and 25 $10 E A Z 

ae ~ 


To see the Juniors’ “Millionaire.” 
——Margaret Bayliss 


Eighth Grade 


Nome, San Francisco and Chicago. 


|The row which: receives the highest 


mark in spelling for the week reaches 
the city -first... We are collecting 
pictures and reading things of inter~ 
est about the cities. 

During recess the boys and girls 
have relays and other games which 
we enjoy very: much. | 

We have started a search for Ro- 
Man--numerals. We are studying 
them now. 


We are learning two part. songs this 
year in Music. Some of them. are 
“The Circus Parade, See My Kite, 
Old Daddy Crow. 


old girl and confided to a friend that 
he brought a .38 caliber revolver 
along because he thought the parents 
might object to:-an elopement. The 


friend told officers and Hovarth went |. 


to jail. 


Charlotte—A quantity of large, old- 
fashioned currency. was .obtained by 
the Government’ when officers took 
George Contea, of Delta Township, 


into custody. Neighbors reported the|: ~~ 


aged man was in need of medical at- 


ilis fn his clotting: He was sent to 
a Lansing hospital and the money, was 
put in a bank. 


Monroe—The Government is experi- 


eee —— 


i 


never before have such Premier val- 


“ues been obtainable. The Premier 
Duplex has regularly sold at $60, 


and the floor polisher accessory at 
$6.50. Now they’re both yours for 


_ And that wonderful hand cleaner, the Premier Spic-Span, complete for 


MICHIGAN PUBLIC *3°z 


~ Your: Servant: Day ‘and abt bien 


orshopworn, but brand. new. Come | 


in for a demonstration today~let 
us show you its excellent features 
— motor-driven brush—aid 50% 


more suction than previous models, - 


OFFICES AT:. 


- ae cay eA Section Il—-Last week we received imentine {na Hosen’ farm ‘products, on traverse City Cheboygan " Lndington Boyne . City 
t arte gra c ng Z stu moet our report cards and we were’ quite |'a farm one mile south of Monroe along Elk Rapids Grayling Scottville East Jordan 
eae oe he one ee eee pleased to have the following people| the’Laplaisance Road, ft was learned Mancelona Gaylord Shelby 
th f ae ‘k thi on our honor roll~-Helen Burbank, | here. Included is a beautiful patch. of : 
PEODETS Kier ae sue, WOune 9 18 Edmund Premoe, Faith Gidley, Jean| cotton, on which many bolls are fully —— —— Jf 
a roebel, Shirley Bulow, Artie Hout-| developed, while the fiower is still in ——Considerate Dh 


—Helen Kotovich 


ASSEMBLY -« 

Last Wednesday.merning we had 
an Assembly in which Paul Sutton, of 
Central Lake sang. The first num- 
ber. was “Over. the Summer §ea,” 
when translated. in Italian meant 
‘Woman is Fickle. He also sang an- 
other number accompanied by Miss 
Clark. The audience was so enthused 
over them they clapped.for an en- 
core, but seeing: Mr. Sutton had not 
practiced any more with the accom- 
panist, he sang a love song entitled 
“When Apples Grow on a Lilac Tree.’ 

Mr. Duncanson then gave us a talk 
about the football game at Charle- 
voix. The Charlevoix team thought 
they would have an easy time of, win- 
ning from East Jordan... 
ey : ‘—Eloise Davis 


i 


THE ELEVEN DEFEAT CHARLE- : 


VOIX. 

Saturday, our Football team went 
to Charlevoix to play against the 
Charlevoix team. The local team 
proved to be the better than the other 
team, whose men were. twice the size 


eof ours. 


The game was very well played 
from beginning to end when the final 
score was 27 to 0, 

The locals have proved themselves 


_ a very good team so far. this year; 


winning all three of the games. 

We are hoping for a large crowd of 
boosters to be back of the team at 
Harbor. this Saturday, and the boys 
will do their part if the school will do 
theirs. 


Jripiae Davis} 


SEVENTH GRADE 
The Seventh grade History class 
is studying about “The Discovery of 
America,” and the life of many of 
the._explorers, such as Columbus, 
Cabat and Ponce De Leon. © 


The Eighth grade elass is studying 


Andrew Jackson and of his adminis- 
tration, they find this very interest- 
ing. ; 

‘The Seventh grade Geography ‘eine 
are studying about the British Isles. 

Mr..Cohen is up to his usual hobby 
and is teaching the seventh grade 
boys the fundamental principals of 


'- football and is trying to arouse the 


man and LaVera ‘Trumpour. We 
hope to see more of our names here 
next month. ~-*4, . 


nature study and before long shall be 
regular biologists. 
—Marian Kraemer. 


CARD OF THANKS 


We. wish to.express our sincere ap- 
preciation of the many acts of kind. 
ness extended by friends and neigh- 
bors during: the illness and death of 
Mose ‘LaLonde. - Also for the many 
beautiful flowers that were such a 
comfort during his illness. 

Mrs. Mose LaLondeé 
Mr..and Mrs. F..D. Russell 
.and Family 


Z“Like a Battle” 
“It was my first engagement... The 
road from the front was horribly new 
to me. Our assailants, who outnum- 
bered us 20 to 1, were yelling like 
fiends, and their: ammunition seemed 
unlimited. I: was atruck several times, 
My company, which had stood gallant- 
ly til new, turned and fled. It was 
more than flesh and blood could stand. 
The—" 
“What battle did you say !t was?’ 
asked the man next to him. 
“Who said anything about a battler’ 


tone,’ “I was describing my. first ap- 
pearance as: Hamlet in an amateur the- 
atrica) society.”"—Exchange. ‘ 


N 


i el . 

. Excitement 

The two hikers ‘sat down ontalde 
‘the old country inn and - surveyed 
their surroundings, 

“Well, here we are, right ‘oft the 
beaten track,”. said one, “No sign of 
any traffic’ or traffic congestion,” 

The village constable emerged. from 
the inh door at that moment 
overhenrd the conversation. 

“Oh; J dunno,” he chimed tn, “only 
Jost week we had a Bit of a collision.” 

“Oh, and: what -wae that?’ asked 

‘one of the hikers. 
“Tt was between olf Parker'a wheel- 
“chair and the postmistress’ trieycle,.” 
‘the constable proudly informed them. 
j —London newers, - 


We are starting a collection for: 


replied the first spenker in a surprised. 


| ance with the Conlon ‘Law which 


bloom: on other plants. There are four 
varieties of sugar cane, two varieties 
of grass unknown in this locality and 
also a patch of peanuts nearly ripe. 
Lansing—State and Federal trap 
pers removed 5,501 predatory animals 
from Michigan’s woods and fields dur- 
ing the year ending June 30, 1931, 
according to a report received by the 
Department of Conservation from H. 
P, Williams, leader of predatory ani- 
mal control. Among the more import. 
ant predatory species killed were 71 
wolves, 666 coyotes, 161 bobcats, 104 
foxes, 44 bears, : 319 skunks, 112 
weasels, 16 badgers and five miuk. 
-Allegan—Some church will gain two 
saintly and reguiar-as-the-clock attend. 
ants if Aubrey Snyder,.17 years old, 
and Clinton Plotts, 19, both. of Otsego, 
keep the terms of their three years of 
Probation givan to them by Fred T. 
Miles, circuit judge. Pleading guilty, 
.to breaking and entering and ‘stealing 
beer, they were told to attend church 
every Sunday; to keep company with 
nice girls, if any; to cut out liquor, 
tobacco and profanity, and to shun 
bad company. * 


Grand Rapidse—Eleven of 14 Weat- 


ern. Michigan counties promised to in- 
crease their highway payrolls at a 
meeting here recently. The Kent 
County Road Commission said it could 
add 2,000 men if the board of super 
visors would withdraw opposition to 
the county road mill tax. Ottawa 
County promised to increase its pay: 
roll from: 40 to 100; Muskegon, 50 to 
‘76; Tonia, 50 to 75; "Allegan; 26 to 34; 
Barry, 60 to: 75; Kalamazoo, 100 to 
130; Mecosta, 28 to 45; Montcalm, 30 
to 40; Newaygo, 30 to 60. St. Joseph, 
Van Buren and Cass Counties report: 
ed no increases are possible... - 
Grand Rapids—The city commission 
voted to remain on Essterm Standard 
Time throughout the year in accord. 


makes Hastern. Standard time the 


legal time. for Michigan. Some daya]- 
ago thé commission voted to return ta]. 


Central Standard Time, as. in ‘other 
years, for the winter. Several other 
Western Michigan communities had 


‘dndicated they would be governed by|ing an-advertisement ia a job that re- 
The more recent ac| quires care, even if it is going to be/# 
tion is expected to insure uniform|inaerted in The Charlevoix County | 
Eastern Standard | aes in Weatert Herald where, resulta are almost cer- 
-}tain, 


Grand Rapids. 


(Michigan, 


‘SUPERSTITIONS 


CTHE WHY of | 


First Chorine—Did you tell any- 
body of your secret marriage? 
Second Ditto—No, I’m waiting for 


atructionists.” 


put too much trust in anybody. 


By H. IRVING KING 


COMPANY¥.ON MONDAY 


1? YOU have company on Monday 
you will have company every day 
during the week. As perhaps you 
know, for this superstition ig genera) 
throughout the United States. It 
arises from that Impulse in man, as 
old as the race itself, to “seek for a 
sign” at the beginning-of any new en- 
2 prise, or the beginning of a new 
epoch or specified division .of thine; to 


“pierce the vell through which we may |& 


not see.” The savage seeks for a 
sign from his medicine man before 
getting out on the warpath, and for 
this, when the Grecian fleet lay be- 
calmed at Aulis ready to sail for the 
plains of Troy, did Iphigenia see 
around her the “stern black-bearded 
kings, waiting to see her die.” and 
the Roman Augurs sought not only for 
a-sign “when the eagles marched to 
Rimini" but at stated Intervals: fore* 
cast the welfare of the Roman people. 

A new enterprise, a new week, must 
have a sign at its commencement, 
‘Though Sunday Is really the first day 
of the week in practice we regard Mon- 
day as the ~week’s beginning; and 
‘something innate in us makes ug re 
gard a happening at the beginning ‘of 
anything as a prognostic, If you have 
company on Monday it ts “a sign” that 
you will have company . avery day of 
the week. 

In some sections of the country ‘peo. 
ple say that tf you have company on 
Gunday—not Monday—you. will have 
company the rest of the week. These 
people might be called the “strict con- 


(br Mociuse Newaspapér Syndicat: 
WNU & Bervice — nee 


eo Saar aaa , 
It seldom pays any individual to 


Good. advertisers know that. writ- 


| best. ” 


Doctor-—~“‘Lady, your son has the 
{measles in the worst form.” 
' | Wealthy Mrs. Green—“Why, doc- 

imy-husband to sober up—I want him!tor, we are rich enough to afford the 
to be the first to know. 
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[Soothe EE Re S 


| Good Printing Is Read {, 
x00d Printing Is Read 
There is no getting away from the 
fact that if you want’ your printed 
message to be: read by the men’ with 
the money to buy,- it must be well 
printed. That’s the sort of printing 
we really pride ourselves upon doing. 
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